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Every day poor discouraged friendless men 
come to St. Christopher's Inn hungry, footsore, 
and weary. We do what we can to take care 
of their needs and help them back on their 
feet. Last year we sheltered over 5,000 dif- 
ferent men at St. Christopher's Inn and served 
them over 150,000 meals. At present, with 
our newly completed addition, St. Christo- 
pher’s Inn can house 200 men. 

Your Meal Bend will enable us to continue 
this good work. 

Each Meal Bond entitles you to a remem- 
brance in the prayers and good works of the 
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Graymoor Friars and of the men who come to 
us for aid. In addition, for each Meal Bond 
donated, the Friars will arrange a set of 
Gregorian Masses to be said either for you 
after you die, or for someone else after he or 
she dies, or immediately for someone who is 
already deceased. This set of Gregorian 
Masses is our thanks to you for helping us in 
performing the Corporal Works of Mercy. 

If you would like to know more about 
St. Christopher's Inn, what it is, how it began 
and what it does, we will be only too glad 
to send you a brochure. 


Send bond subscriptions to the Father General, Graymoor, Garrison, New York 
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Cover Picture 

One day Our Lord went to visit 
the home of Lazarus and his sisters 
Martha and Mary. When He ar- 
rived. Martha, who incidentally is 
the patron of housewives, began to 
bustle around hurriedly 
something for Him to eat. Mean- 
while, Mary sat at the feet of the 
Lord and listened to the words of 
wisdom and 


preparing 


encouragement and 
consolation that fell from His lips. 

Martha became slightly provoked 
at what she considered Mary’s un 
fairness and complained, “Lord, hast 
thou no care that my sister hath left 
me alone to serve? Speak to her 
therefore and tell her to help me.” 

And the Lord answering said to 
her “Martha, Martha, thou art care- 
ful and art troubled about many 
things, but one thing is necessary. 
Mary hath chosen the best part and 
it shall not be taken away from 
her.” 
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Ave Maria Hour 

During the past twenty years that 
we have been presenting the Ave 
Maria Hour over the radio, we have 
held quite closely to a presentation 
of the lives of various saints. Once 
in a while we did the life, or an in- 
cident from the life, of someone who 
is not canonized. Around Christmas 
time we always had a Nativity play, 
and during the Easter Season we 
gene rally gave three or four or five 
consecutive broadcasts dramatizing 
the Passion of Our Lord. 

This Fall we embark upon a new 
departure. We have just about fin 
ished preparation for a complete 
dramatization of the Life of Christ 
in a series of more than forty half- 


hour programs. Shortly we will be- 
gin recording the programs and they 
should be ready for distribution to 
the various stations in a month or 
two. 

This is the first time that a con- 
nected continuous life of Christ has 
been attempted on radio. We shall 
have more to say about these pro- 
grams in subsequent issues of THE 
Lamp. We hope that you will watch 
for them when they come on your 
local station. 





OUR COVER: Christ with Martha and 
Mary by Gertner 





Fr. Alcuin Egan, S.A., formerly 
Associate Editor of THe Lamp has 
recently been appointed Director of 
the Ave Maria Hour. 
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Light of The Lamp 

Every month we receive several 
questions to be answered in our col- 
umn “By The Light of The Lamp.” 
Most of the time people who send 
us these questions sign their name 
to the letter and give us their ad- 
dress. When this happens, we write 
a letter to them and give them their 
answer immediately. And, if the 
question is of sufficient general in- 
terest, we use it in a later edition 
of THe Lamp. 

But frequently people send us 
letters asking us to answer a ques- 
tion in the next issue without sign- 
ing their names or giving us their 
addresses. We would like to oblige 
but generally we cannot do so, 
first of all because our space is 
limited and then secondly because 
Tue Lamp is prepared so far in 
advance that the question comes in 
too late for the issue in which our 
correspondents expect the answer. 

So if you are in a hurry for an 
answer, may we suggest that you 
sign your name and address to the 
question. It would help us immeas- 
urably also if you would include a 
stamped, self-addressed envelope. 
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Necrology 

We would like to call your atten- 
tion to our Necrology that appears 
every month in THe Lamp. A 
Necrology is a list of the dead. As 
a subscriber to THE Lamp you are 
entitled to send to us the names of 
your relatives and friends who have 
died. Every month we say thirty 
Masses for them collectively and re- 
quest the prayers of all of our sub- 
scribers for the repose of their souls. 
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Finder of things lost 
Worker of miracles 
Helper in necessities 


Ever since his canonization St. 
Anthony has been a favorite 
saint of millions. His interest 
in man and his prompt help 
have made him loved by all. 


Every day we receive many 
petitions to be included in our 
perpetual novena. Many 
letters of thanksgiving for 
favors are received every day. 
Why not invoke 
SAINT ANTHONY 
in your need 

A NEW NOVENA BEGINS EVERY TUESDAY 
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OR ee eae ee Oe 
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Our Lady 

Dear Father: I made a Novena to Our 
Lady of the Miraculous Medal and 
promised to send in this donation if the 
favors asked were granted, I promised 
also to write this letter and have it 


published. Mrs. A. L. B. 


Thanks to St. Pius 


Dear Father; Reading in Tue Lamp of 
the Friars’ devotion to St. Pius, our late 
Holy Father, I am asking you to publish 
in Tue Lamp my gratitude to St. Pius 
for the speedy recovery of my _ son’s 
health from a very dreadful disease. 
His cure was almost miraculous. Thank 
you for your kindness in doing this for 
me. Mrs. R. R. 
Thanks 

Dear Father: Please print my thanks in 


Tue Lamp. I want to 
and Saints to whom I 
I'm getting along 
James J. LaRosa 


your next issue of 
thank Our Lady 
prayed for my health. 
fine now. Mrs. 
Faith 
Dear Father: I am grateful for the help 
we have received through your prayers 
but there still are many problems to be 
solved and I have faith that in some way 
God will help us. God works in mys- 
terious ways, His wonder to perform. 
I've found out, in spite of all our hard- 
ships, there is a blessing to be found 
among them if we just look for it. 
Mrs. L. S. 


Favor Granted 
Dear Father: I promised $2.00 and pub- 
lication if a favor I was praying for was 
answered. 

Thank God and St. Therese it was 
answered so please find the check en- 
closed. Mrs. H. L., Ludlow, Mass. 


Unusual Request 

Dear Father: I am seeking a bit of help 
through your readers, if I may. I live 
on the lake shore with my five children. 
Our winters are long and a bit lonesome 


without neighbors who are only here 
during the summer months. I have 
started a home pilgrimage to obtain 


mail as many medals as I 
possibly can to place upon cloth and 
frame. My mission is to obtain medals 
depicting the various saints, as our 
various countries portray them. I would 
sincerely appreciate your help and the 
help of your many readers. 

Our Pope Pius X medal which you 
sent in one of our boxes of Christmas 
cards was such a pleasant and most wel- 
come gift. It is to go on our cloth along 
with our many other medals. To your 
readers, the condition of the medals is of 
no consequence. I will also accept any 
parceled delivery, C.0.D. My wish is to 
seek out the drawers of people’s homes 


through the 
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where medals lie unused and give them 
a place of honor upon the wall of my 
Mrs. Alice V. Murphy 
Lake Wickaboag Rd 
West Brookfield, Mass. 


home. 


Wonder Worker 

Dear Father: I receive THe Lamp and 
read it from cover to cover. I was born 
on St. Anthony’s day and naturally in- 
voke him as my favorite Saint. I promised 


St. Anthony some Bread for the poor if 
he would help me find a job. He sure 
did, so I am enclosing $2.00, it is not 
much. 


My Car Was repossessed bec ause I had 
no work. After I started to work I 
prayed to St. Anthony to help me get my 
car back. When I came home last night, 
here was my car. The Finance Company 
said I could catch up with my payments. 
So dear Father, send me a 
Sponsor card as I would like to send a 
little to St. Anthony every month. I 
would like you to publish this letter. St. 
Anthony never fails me. Mrs. S. B., 

El Segunda, Calif. 


please 


Little Flower 
Dear Father: Please find enclosed $5.00 
which I have promised to have published 


in your magazine THe Lamp for a 
special favor received through The Little 
Flower. Mrs. B. K., 

Sarnia, Ont. Canada 


Nerves 

Dear Father: Enclosed please find $5.00 
for the fulfillment of -a promise I made 
to Our Lady. 

I promised her $5.00 and a note in 
your wonderful magazine if she would 
straighten my distorted face which was 
due to a nervous condition. 


Mrs. Elsa Lock 


Back Home 
Dear Father: Some months ago I wrote 
and asked that the Reverend Fathers at 
Graymoor please pray for my special in- 
tention which was that we move from 
where we were living back to our home 
town. 

I am so happy to advise you 

(Continued on page 4) 
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SCHOOL OPENS 


LL over the country our students are starting 
to school. Some are just beginning in kinder- 
garten, some returning to Grammar School 
or High School, some are freshmen or under- 

graduates in Colleges and Universities. All, though, 
are beginning or continuing their training in how to 
live in today’s world. 

Many of the students, as well as many of the 
parents, don’t realize this, though. Both students 
and parents, many of them, feel that the only reason 
for going to school is to learn how to make a living, 
to learn how to make money so that they can buy 
and possess the good things of life like a house, a 
car, a television set and an air-conditioner. 

But actually the real purpose of education is to 
teach a person to be a real man or a real woman. 
The purpose of education is to train the mind and 
the will so that the student will know what is right 
and will do what is good. Real education trains a 
student not only to make a good living, but also to 
lead a good life here on earth that he may be forever 
happy in heaven. Because of this, the Church is 
vitally interested in education. And because educa- 
tion is so important for eternal happiness Catholics 
in the United States have been willing to sacrifice, 
to bear double taxation, and to suffer discrimination 
and opprobrium to build, and staff, and maintain 
parochial schools and Catholic Colleges and Univer- 
sities. Boys and girls, men and women, who have 
had the good fortune to attend a Catholic school 
should never cease thanking God and their parents 
for the privilege given them. 


uT our population has grown so tremendously 
B within the past 15 years that it is physically impos- 
sible for every Catholic boy and girl to attend a 
Catholic school. There just isn’t room. And this is 
unfortunate for while our public schools generally 
are good and our public school teachers are generally 
high-minded and virtuous, the public school by its 
nature cannot give the Catholic training that is so 
necessary. 

Considered in this light public school education 
is deficient. Since that is so, what is to be done for 
the millions of Catholic children who must, through 


necessity, attend public schools? How is this defi- 
ciency in their education to be made up? How are 
they to be taught Catholic doctrine and trained in 
Catholic living? 

First of all, both parents and students themselves 
must be aware of the deficiency in public school edu- 
cation. Both parents and students must realize that 
while public school education is good, it is not good 
enough. Both parents and students must realize that 
no matter how devoted and how high-minded their 
public school teachers are, these good teachers cannot 
give to the pupils the fullness of Catholic doctrine. 


or children in the Grammar Schools of course 

there is the Released-Time Program and there is 
Sunday School. Parents should see to it that children 
attend these classes regularly and profit from the 
teaching that is there given. However, parents must 
understand that even with the best organization and 
the most competent teachers, Released-Time Pro- 
grams and Sunday Schools hardly fulfill the require- 
ments and so the parents must take it upon 
themselves to continue the teaching of religion in 
their own homes and give the training in right living 
that every boy and girl must have if he or she is to 
become a virtuous man or woman. 

For boys and girls in non-Catholic colleges, there 
is the Newman Club which strives to supplement the 
education given on the campus. Catholic boys and 
girls who by force of circumstances must attend such 
colleges should take active part in the Newman Club. 
There is no doubt that the best place for a Catholic 
student ordinarily is the Catholic college, but the best 
place for the Catholic student on a non-Catholic 
campus is the Newman Club. Active participation 
in the Newman Club activities will supply some of 
the deficiency of the education given in non-Catholic 
colleges. However, even under the best circumstances 
the Newman Club is not an adequate substitute for 
a complete Catholic training. Catholic boys and girls 
in non-Catholic colleges, therefore, must exercise 
themselves in true Catholic living to protect and 
strengthen their Faith. Parents at home should keep 
them constantly in their prayers and continually 
encourage them during their periods of trial. t 
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We commend to the prayers of our 
readers the souls of the faithful 
departed, and particularly the de- 
ceased subscribers and their near 
relatives whose deaths have been 
reported to us last month. Thirty 


Masses will be said for them. 


Beatrice O'Brien, Mary A. 
Farrell, William Liebert, 
W. W. Waggoner, Mrs. Mary 
Z. Kelly, Leopold Amanna, 
Jr., Joseph A. Minnaugh, Jo- 
seph L. Ripper, Mary Don- 
nelly, Mrs. C. B. Fox, Ed- 
ward Novak, Rev. F. Pohl, 
Thomas V. Furtalo, Mary 
Petric, Francis Kennedy, 


SF OF SOs SO 


C= 


Jacob Resch, Sarah Huguet, 

Miss Madeline Nolan, Mrs. | 
Agnes Eiben, Mrs. Margaret \ 
Sweeney, Terrance Conley, 
Helen Hicks, Elgin Suire 2 
Kenneth Calander, Mrs. ) 
Mary Mack, Levi Daoust, 
George Resch, Mrs. Leda 
Anton, Mary Enright, Nellie 
O'Halloran, Mary Vale, 
Agnes Kohoutek, Mr. & Mrs. 
Hugh Graham, John Burgess, 
Mary McGinnis, Luigi Gi- 
nelli, Father Dunn, Mrs. N. 
Latham, Riley Myers, James 
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De Meo, Mary Newell, 
Emery T. Gallagher, Sister 
Mary Louise, Wenceslaus 


f Kohoutek, Paul Graham, Mil- 
4 ford Karas, John Brock, Har- 
' rison Murphy, Jr., Barbara 
\ Mathias, Edward Charles 
f Elser, Mrs. Arthur Graham, 
4 Joseph Wargofchik, John 
' Carey, Patrick Simmons, 
\ John Theodore Hopkins, H. 
f John Kruse, Mary Resch, 
4 Mrs. John Rahanian, Mrs. 
' Grace M. Dyke. 
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after four years, we did move back, 
thanks to your kind prayers and to the 
Sacred Heart, Our Blessed Mother, St 
Joseph, St. Anne, St. Anthony, St. Ther 
esa, the Archangel Raphael. 
Mrs. Louis J. Glatz, Jr., 
Avon-by-the-Sea, N. J. 


Prayers Answered 
Dear Father: I promised $3.00 to St 
Anthony and publication if my prayers 
were answered, and the greatest part of 
my prayers have been answered. I am 
still praying every day to St. Anthony 
and always will for the rest of my life. 
Mrs. D. E. D. 


Insurance Renewed 

Dear Father: I am sending an offering 
to St. Anthony’s Burse and a_ small 
offering to St. Christopher’s Inn like I 
promised if my prayers were answered 
that we would get car insurance. I had 
wrecked our car in September and the 
insurance was cancelled, but thanks to 
God and St. Anthony my prayers were 
answered. I am sure if it hadn’t been 
for my prayers and asking God’s Will 
my life would not have been spared 


Mrs. H. H. M 


Operation Avoided 
Dear Father: I promised publication in 
Tue Lamp and a donation to St. Jude’s 
Burse if my daughter’s husband would 
not have to have surgery. His doctor was 
very sure it was necessary so we started 
a novena, applied St. Jude oil, and I 
made the promise. The very next day 
examinations and XRay failed to find the 
trouble which somewhat puzzled the 
doctor. Thanks to St. Jude and Our 
Blessed Mother, as a few drops of 
Lourdes water was also put in his 
drinking water. God is so good if we 
only ask Him. 

Many favors have been granted us 
through St. Jude 

Mrs. Harvey Eisold, Sr., Wisconsin 

Husband's Position 
Dear Father: Through the intercession 
of Our Blessed Mother and St. Anthony 
my husband is working again. I promised 
if this be done I would ask to have it 
published. Mrs. M. B. C., Bronx, N. Y. 


Chair of Unity 

Dear Father: I recently attended the 
Chair of Unity Octave, conducted by the 
Graymoor Friars at St. Patrick’s Cathe- 
dral. There were quite a number of peo- 
ple present but I was astonished at the 
number that were not. One need only 
look at last year’s newspaper photo and 
observe how many more people were 
able to fit into the huge Cathedral on 


Easter 
quent; the ushers were just as com- 


The speakers were just as elo- 


petent; our Lord was just as truly pres- 
ent at Solemn Benediction, as He was 
at Easter. Could it be that we Catholics 
are becoming a little more interested in 
displaying our new outfits rather than 
displaying and sharing with others, our 
religion? Are we perhaps a little more 
proud of our new flowered hat than we 
are of our old, battered Catholic Faith? 

Some days I couldn’t help but wonder 
if the friars didn’t have the patience of 
Saints. To observe daily, the wild, 
wavering gesture of the hand, after it 
had been plunged (I'm using the cor- 
rect word) into the Holy Water, —Could 
they be chasing flies in this cold weather? 
—and to see the rheumatic attempts of 
young people at making a proper genu- 
flection would exhaust the patience of a 
Saint. The gentleman that makes a non- 
descript movement towards the Altar, 
is the same individual that will get down 
on those knees and play football with his 
son. The lady that looks as if she’s 
afraid her nylons will run is the very 
same housewife that will get down on 
those knees and scrub the kitchen floor 
Could it be that we Catholics are a little 
more interested in keeping our knees 
unsoiled than in giving the proper 
reverence to our God? 

In answer to the thoughts of a few 
conscience-stric ken readers, I am not a 
pious old woman sounding off my trum- 
pet. I am an 18 year old secular college 
student, speaking to and of myself, as 
well as others, because I have begun to 
realize what a great gift our Faith really 
is, and cannot help noticing how little we 
appreciate it. Others, I am sure are 
thinking, “If she had been paying at- 
tention to her own devotions she wouldn’t 
have noticed those of others.” That is 
only true to a certain extent. Certain 
factors are obvious without minute and 
explicit watching. 

I am only trying to remind my fellow 
Catholics that while praying that others 
may receive our gift of Faith we 
should also include ourselves in the 
prayer, and pray that we may more 
greatly appreciate, love and _ display 
our Faith. (Name withheld) 


Keys Found 

Dear Father: As a promise to St. An- 
thony I am sending you $2.00 thanking 
him for answering my prayers for help- 
ing to find my keys which I had lost 
about a month ago. 

I would like very much to have this 
published in Tue Lamp which I like 
and receive every month. I am really 
grateful and will start saying a novena 
every Tuesday. Mrs. M. T. 


If you have promised publication ond your letter does not appear, do not become upset or worried. 
You keep your promise once you send us the letter and give us permission to publish it 
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Significant . . . not superficial ... a beautiful gold leaf certificate and a picture of St. Francis 
embracing the crucified Christ beautifully printed in four colors and enclosed in a 
gold stamped maroon double folder that has the soft-like feeling of kid leather 





Purvatorial Society 


An ideal way in which to help your beloved dead is by enrolling them in the Gray- 


moor Purgatorial Society. The living may also be enrolled and participate in the 
spiritual benefits during life and after death. These benefits are: Remembrance in 
6,000 masses offered yearly for the Purgatorial members and a remembrance 
in 30,000 other masses, also in the prayers and the spiritual work of the Friars 


PURGATORIAL SOCIETY 





Franciscan Friars of the Atonement, Graymoor, Garrison, New York Full payment $______._ Partial payment $= 
Dear Father: Enclosed please find enrollment as I have indicated below: 
= Living ins 5 a 
Single membership $5.00 Deceased Family membership—Living and Deceased—$25.00 
Send to — ~ Enrolled by .__ = anaes es 
a . : Street wii a —_, 
a ee a City ‘ ee ee 
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Days of Our Lady. During the month 
of September several feasts of Our 
Blessed Mother occur. The most im- 
portant of all is the Nativity, or 
Birthday, of Our Lady on September 
8. Then follow the others: the Holy 
Name of Mary, on the 12th; Our 
Lady of Sorrows, on the 15th; and 
Our Lady of Ransom, on the 24th. 

The Feast of the Nativity of Mary 
was celebrated in the history of the 
Church, probably from the 
century. Some of the most beautiful 
words of saints and doctors about Our 
Lady are in reference to this holy day. 
“Thy birth, O Virgin Mother of God, 
brought joy to the whole world; for 
out of thee arose the Sun of Justice, 
Christ our Lord, who, taking off the 
curse, hath bestowed blessing and 
defeating death, hath given us life 
everlasting.” (Divine Office) 

There is an expressive preface from 
the Ambrosian rite which sings of 
Mary’s greatness. “It is truly meet to 
give thee thanks O eternal God Who 
didst will that the most blessed Virgin 
Mary should be the Mother of Thy 
only-begotten Son. For it was not 
fitting that God’s Mother should be 
other than a Virgin, nor that a virgin’s 
son should be other than God. As, at 
the name of Jesus, every knee in 
heaven, on earth, and in hell bends 
before the divine Majesty, so on 
hearing the name of Mary, the 
heavens bow down earth prostrate, 
and hell trembles, confessing thine 
adorable omnipotence in the Virgin- 
Mother.” It reminds us of thoughts 
about the Queenship of Mary. 


seventh 


Mary and Unity. Every Marian feast 
bears some connection to the work 
of Unity because Mary is the great 
means chosen and blessed by God 
to facilitate the union of man with 
God. From the very first book of the 
Bible when God prophesied: “I will 
place enmities between thee and the 
woman, between thy seed and her 
seed. She shall crush thy head and 
thou shalt lie in wait for her heel” 
down to the last book of the Apoc- 
alypse when John saw Mary as the 
great wonder of God, the Virgin 
Mother is present in person, or in 
sl 
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See complete details on page 32 


tvpe and prophec v as the great instru- 
ment in the hands of God for bringing 
men to the embrace of His love. 

Men do not realize the power of 
Mary. If they did they would under- 
stand the words of Fatima: “In the 
end my Immaculate Heart will tri- 
umph.” They would know, like Maxi 
milian Kolbe, O.F.M. Conv., a modern 
knight of Mary who died in a con- 
centration camp that “Some day the 
statue of the Immaculate will stand 
atop the Kremlin.” The Age of Mary 
may well have begun. It will be a 
time of conflict, of battles, but... of 
final victory for the Mother of God 
and the Mother of men. 

Mary yearns for the unity of all 
men in the Church of her Son. She 
prays, she pleads, she intercedes— 
she longs for the conversion of all 
mankind. 


St. Pius X: September 3. The first 
liturgical observance of the feast of 
St. Pius X will take place this year. 
This heroic Pope, raised up by Provi- 
dence for our times, is surely a model 
in the apostolate of prayer and work 
for Christian Unity. “To restore all 
things in Christ” was the motto of 
his pontificate; it was, as well, the 
supreme desire of his expansive heart. 

There is a charming story told of 
the saint and a Hungarian. The latter 
sought an audience with the Pope but 
as the moment for their meeting ap- 
proached he was badly excited. He 
was of the Rumanian rite, but ortho- 
dox (that is, schismatic). When the 
Pope saw his state of discomfort, he 
asked “What’s the matter, my son?” 
The man explained that he was not a 
Catholic. The great Pope smiled com- 
passionately and embraced the visitor. 
“Catholic or orthodox, it makes no 
difference,” he said. “They are all my 
children.” 

The sequel of the story is that the 
man was so affected that he would 
not leave Rome until he was received 
into the Church. 


Love of Souls and Loyalty to the 
Church. By virtue of the sacrament 
of Confirmation all the faithful share 
in the apostolic mission of the Church. 
They are to be apostles, each in his 
own sphere of activity and in accord- 
ance with the talents and opportuni- 
ties Divine Providence has placed at 
his disposal. 

But love of souls and anxiety for 
their salvation does not suggest, even 
in the most remote way, any compro- 
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mise regarding the Church and het 
teaching. Love of Christ and the 
Church must hold the first place in 
one’s life and activity. Years ago St. 
Augustine told the erring people of 
his age that they could not claim 
truth because they “were almost like 
Catholics.” You may have the Mass 
and sacraments, he said, the eccle- 
siastical buildings and religious 
superiors; your code of religion may 
outwardly be the same as the Catholic 
faith, but you lack unity with the 
Church, the one means of salvation, 
the only religious organization estab- 
lished by the Son of God for the 
sanctification and salvation of all men. 
Lacking this unity, you are not in the 
Church. 

Because we live in a non-Catholic 
atmosphere, because of the pagan and 
irreligious tendencies that surround 
us, it is easy for Catholics to develop 
or to accept a tolerance which is 
cowardice, a charity which is senti- 
mentality. There must be prudence, it 
is true; for no one is brought to the 
Church by force. Or if he is brought 
by force he will not long remain. But 
at the same time there must be a 
consciousness and a conviction, that 
the Church is the only means of salva- 
tion founded by Christ. From. this 
realization will spring the prayer and 
activity to win souls to the Church 
and to win back those who 
fallen away. 


have 


St. Hilary of Poitiers. (Doctor of the 
Church 315-368) The Church is the 
ship “into which Jesus enters with all 
His faithful followers. .. . out of which 
it is impossible to understand the 
divine word for Jesus spoke from the 
boat to the people who were gathered 
together on the Again, the 
Church is “Christ’s boat battered by 
the winds and waves of the world and 
tormented by impure spirits.” t 


shore.” 














A completed Burse of Five Thousand Dollars 
insures the education of a Graymoor Friar 
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omes for 


Couples with three or more children are caught in an income 


squeeze; too high for a project and too low for the house they need 


HE Thompkins are not a typical young 
couple—not in the magazine ad sense. Jim 
works as a mechanic at an aircraft factory 
and earns, with overtime, about $4800 a 
year. Jane Thompkins is not able to supplement 
her husband’s income. She’s too busy taking care 
of four kids, ages two to seven. This alone does 
not make them untypical—over 4.000.000 U.S. fami- 
lies have four or more kids. What makes them 
different is that they do not own a home. 

“I know some of the other fellows at the 
plant have managed it,” Jim says. “Particularly the 
ones whose wives work or the fellows who have 
a small family. I can’t seem to swing it. I might 
find an older house. But a new house is out for us.” 

Jim is caught in a squeeze all too familiar to 
couples with three, four or five children. His income 
is high enough to keep him out of most government 
subsidized or financed projects. Yet it is not quite 
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large enough to get all of the house his growing 
family requires. 

To the casual observer the increase in the num- 
ber of large familics and the tremendous number 
of new houses being built (1,400,000 housing starts 
in 1955 alone) might seem to represent cause and 
effect. Unfortunately such is not the case. We are 
fast becoming a nation where the three bedroom 
home is built for the two children family. The large 
family is literally out in the cold. 

Paradoxically the size of houses is shrinking. The 
popular Cape Cod of 1946-47 with its 4'2 rooms 
and unfinished attic, not to mention its reasonable 
price tag, offered a young family more potential living 
room than today’s highly touted six room house. 
The so-called medium priced six room ranch actu- 
ally provides only 5% rooms in the 1946 sense, and 
one of those rooms is often 8 x 10 or smaller. The 
unfinished Cape Cod attic could be finished, even 











- a 


Large Families 


by the amateur, into two very large and attractive 
bedrooms. 

Jim’s income—about average for American in- 
dustrial workers—dictates that even with a no down 
payment, 30 year GI mortgage— he is safe financially 
only in a house costing about $12,000—and even that, 
when taxes, interest, insurance, water and other pay- 
ments are added to his mortgage amortization place 
him on thin ice. Economists warn that such a total 
should not exceed the equivalent of one week’s 
wages. Banks might turn down Jim’s mortgage re- 
quest on the grounds that his income is swollen 
by overtime which they do not consider as perma- 
nent income. 

The days have vanished when a pioneer like 
Levitt of Long Island had the vision to erect de- 
velopments of comfortable homes for less than $8000 
—content with a small profit per home—and pro- 
viding such value that today the same homes, now 
eight or nine years old, command up to $16,000. 
Jim and Jane have found that there are very few 
$12.000 homes in the eastern United States. The 
average is edging closer to $16,000. For that price 





BY JOHN J. RYAN 





or something above it Jim could buy a new home 
with three bedrooms and an extra room which could 
be used as another bedroom. 

Trouble is, as Jim has found out, to buy such 
a home requires an income of at least $6,000 and 
to be sure of it for some time to come. Jim has 
neither the prospect nor the assurance. 

The builders offer no ready panacea for the 
Thompkins. They point to the fact that Jim’s wages, 
the highest he ever earned, are comparable to wages 
in the building trades. They too are at an all time 
peak. This means that every hour of a carpenter's 
or an electrician’s time costs almost double the 1946 
figure. And the cost of land has likewise soared. 
In Nassau County, Long Island, one of the fastest 
growing suburban areas in the nation, land com- 
mands over $10,000 an acre—if and when you can 
find an acre without someone putting up some 
houses on it. 

“It costs me the same for labor and the same 
for land whether I’m putting up a $12,000 or a 
$22,000 house,” a builder reports. “There is a definite 
demand for $22,000 houses—on (Cont. on page 19) 
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Christ 





BY 
WILLIAM W. 


BUECHEL 


Too often the fact that Our Lord 
is true Man as well as true God has been 


obscured or lost sight of. But that is 
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RTICLE upon article and book after book 

has been written about the Divinity of Jesus 

Christ, so much so that the fact that Christ 

is human too has often been obscured or 

lost sight of. Naturally it is a central part of the 

Catholic faith that Christ is divine, and it is on this 

fundamental fact that the entire structure of Chris- 
tianity is based. 

But Christ is also human, “like unto us in all 
things, save sin.” This truth is so important because 
it is through the humanity of Christ, and only 
through that, that we poor mortals are initiated 
into the secrets of the Divinity. Christ Himself said 
as much, “No man comes to the Father except by 
Me.” 

All Catholic doctrine seeks the center line of 
thinking, called by some “the Catholic center.” That 
is the surefire way of knowing what the Church 
teaches on any particular doctrine: the middle point 
between the two extremes. Therefore, it is not well 
for us to study Christ as God only, nor yet Christ 
as Man only. True Catholic doctrine looks on Christ 
as the God-Man. 

It is comparatively easy for us to identify Christ 
as the God-Man in the cold, bleak stable at Bethle- 
hem. With eyes of faith, helped considerably by 
the songs of the angels, we see the Christ Child 
as God Incarnate, come down to earth to live among 
men. The sufferings and trials He is going through 
as the poorest of the poor, laid in a manger, with 
only the breath of stable animals to keep Him warm, 
easily identify Him to us as Man. 

So too at the Circumcision, when His Precious 
Blood was spilt for the first time; during the flight 
into Egypt, when He was carried away from evil 
men who sought to kill Him; at the time of His 
temptation in the desert, after having fasted forty 
days and forty nights. We see His humanity at the 
Cana marriage feast, and His divinity as well. All 
during His public life we cannot lose sight of His 
humanity, nor yet His divinity. He Himself is hun- 
gry, yet He feeds thousands with a couple of loaves 
of bread and a few fishes. He Himself is tired, yet 
He goes to raise the little girl to life. He is com- 
passionate to the poor, the sick, the blind, yet He, 
with Divine Anger, drives the money-changers from 
the Temple, His Father's House. He Himself is 
sleepy, yet He raises His friend Lazarus from the 
long last sleep of the grave. 


VEN in His agony and eventual death, it is easy 
i} for us to see both the God and the Man that is 
Jesus. But why do we immediately change our at- 
titude towards Him as soon as He proves His Di- 
vinity by rising from the tomb on the first Easter 
Sunday morning? From then on we forget His hu- 
manity and think only of His divinity. Yet He 
showed after His Resurrection that He was human 
still, although now with a glorified Body, such as 


we too will have after our resurrection on the last 
day. Jesus ate with His disciples after His Resur- 
rection, not that He needed to eat, but to show 
them that it was really He, with His glorified 
human Body. He walked with them, and talked 
with them. He wanted to impress upon them that, 
though He was divine, He was also human still; 
that the Resurrection made no difference in His 
humanity. “Look at My hands and My feet,” He 
said to them at one time, “to be assured that it is 
Myself; touch Me, and look; a spirit has not flesh 
and bones, as you see that I have.” 

It is the glorified Humanity of Jesus Christ 
which is present sacramentally on Catholic altars. 
His Divinity is there too, of course, but it seems 
to me Catholics forget or do not know that Christ’s 
Humanity is there, and that it is especially His 
Humanity that makes the Sacramental Presence 
exactly that—a Sacramental Presence. Just because 
this particular Presence cannot be seen except by 
eyes of faith doesn’t make It any the less a real 
human Presence. When Christ changed the bread 
and wine at the Last Supper, repeated daily by 
His priests, He changed these elements into His 
Body and Blood; not into His Divinity exclusively, 
but into His Humanity also. 


HEREFORE, Catholics are wrong when they give 

their little children as the reason for genuflecting 
before the altar “because God is on the altar, behind 
that little golden door.” Certainly God is on the 
altar, as He is everywhere. Yet who genuflects 
when entering a movie theater, for instance? God 
is there. Who genuflects when crossing the street? 
Yet God is there too. No, we genuflect before the 
altar because the Sacramental Presence of Jesus 
Christ, the God-Man, is really present there; not 
just spiritually but really: Body and Blood, Soul 
and Divinity. He is there exactly as He was on 
earth, after His Resurrection. If He deigned to 
grant any of us so great, so unspeakable, a favor, 
He could call us to His tabernacle home and say 
to us, as He did to St. Thomas, “Let Me have thy 
finger; see here are My hands. Let Me have thy 
hand; put it into My side. Cease thy doubting, 
and believe.” That is the way Jesus is present on 
Catholic altars. That is the way our children should 
be taught about Him, there on the altar. 

During Holy Mass, when the priest raises the 
Host at the Consecration, it is not just God Who 
is being raised up for our adoration. It is the 
God-Man Jesus Christ, whole and entire, who is 
there, hidden in the Consecrated Wafer. It is wrong, 
therefore, to point out to a small child, or to any- 
one, for that matter, that we Catholics believe that 
God is in the consecrated Host. It is the God-Man 
Who is there, and Whom we worship. Saying that 
God is there is only part of the story. God is 
present even in a non-Catholic (Cont. on page 26) 
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BY PAULA JENNINGS 


CAME down the stairs from putting Davy to 

bed, partly amused but mostly exasperated. 

Even six-year-olds, I thought, can be very 

strong-minded. Bob's eyes blinked up at me 
over his paper. “What's the son and heir up to 
now?” he asked, noting my expression. “Snails in 
bed? Worms? Grasshoppers?” 

“Nothing so concrete,” I replied ruefully, un- 
plugging the bubbling percolator on the coffee table. 
I poured and handed a cup to Bob, who sipped it 
appreciatively. “He’s still got puppies on the brain.” 

Bob laughed, and I gave him an annoyed glance. 
“It’s all very well for you to laugh,” I said. “But 
you know he can’t have a puppy. The apartment's 
too small and, besides, the landlord won't allow 
it. But Davy’s too little to blame landlords. He'll 
blame me.” My fingers shook a bit as I poured 
my own coffee. 

“Sorry, Jean,” Bob said apologetically. “I didn't 
realize the puppy had got to be such a problem. 
But aren't you attaching too much importance to 
it? Why not just let things rock? Davy'll forget 
about the puppy sooner or later.” 

“Oh, yeah?” I replied inelegantly and with sar- 
castic inflection, remembering as I refilled Bob’s 
cup, the day the puppy had entered our lives. 

Once a week we drive out into the country to 
buy butter, eggs, and other fresh produce from a 
kindly old farmer, Mr. Jenkins, who sets great store 
by Davy. It was at the farm a few weeks before 
that Davy had seen the litter of sleek baby fox 
terriers, and he had reacted in typical little boy 
fashion. Grabbing one from the box, he clutched 
it to his breast and cried, “Mine!” 


R. JENKINS, who had conducted us to the barn 
M to see the new puppies, chuckled indulgently 
at the sight. “Sure you can have one,” he offered 
with more generosity than forethought. “But you'll 
have to wait till it's weaned, Davy.” 

“What's ‘weamed?’” Davy wanted to know. 

“It's when he can drink milk all by himself 
from a dish,” Mr. Jenkins answered. “That'll be 
in about six weeks.” Here Mr. Jenkins noted at 
last the vigorous negative gestures I had been 
executing behind Davy’s back, and he hedged, “But 
you'll have to ask your mummy.” 

“May I, Mummy?” Davy begged. “May I have 
him when he’s weamed?” 


If Mr. Jenkins made the first mistake in offering 
Davy the puppy without consulting me,.I made 
the second one here. A firm “No” would have been 
easiest in the long run, and I knew it. But, to tell 
the truth, seeing Davy’s eager eyes, I hadn't the 
heart to refuse him outright. If I put him off, 
maybe he'll forget, I thought; so I only said, “Well, 
we'll see. But put him back into the box now; 
he wants to be with his mummy.” 

The conversation at home over the ensuing days 
tended strongly toward the subject of dogs, and 
each succeeding week the visit to the farm became 
more of an event to Davy. Instead of forgetting 
the puppies, he grew to love them more than 
ever; and each day I waited to destroy his expec- 
tations would only make the destruction more cruel. 
The only question left now was how to break 
the harsh news with the least hurt to him. 


7 HEN I started to the kitchen with the coffee 

/ tray, Bob laid aside his paper and followed 
me. “I wouldn’t worry about the kid’s wanting a 
puppy, Jean,” he said, trying, I knew, to lessen 
the concern he could see I felt. “It won't kill him 
not to get what he wants. It’s a lesson we all have 
to learn. Maybe the sooner the better.” 

“I know,” I agreed, turning to Bob as he stood 
in the doorway. “If it were only a question of his 
temporary disappointment, I wouldn't worry. But 
it’s got more complicated than that, Bob. Do you 
know what he’s doing now? He’s praying for the 
puppy!” 

“Praying, eh?” Bob repeated. He took his time 
about lighting his pipe as I turned water into the 
sink to wash the cups. Then he said, “Well, I 
expect the Sisters at school teach the kids to pray 
for what they want.” 

“Of course they do,” I replied, “and so they 
should. But how can I tell the child positively 
he can’t have a puppy just after he’s prayed for 
one so confidently?” 

“That is a question,” Bob mused. “But won't 
he have to learn sometime that all his prayers 
won't be answered just the way he wants them 
to be?” 

“Yes,” I said wearily, rinsing the cups and saucers 
and stacking them on the drainboard. “But, Bob, 
if this is handled wrongly now, (Cont. on page 22) 


Little David wanted a puppy more than anything 


in the world. He kept praying for it but the trouble was 


little puppies were not allowed in the apartment 
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Antone tHe Friars of 
the Atonement, the period around July 
9th, the Feast of Our Lady of the 
Atonement, is awaited with great in- 
terest. That is the 
changes 
the fathers and 
Most of 


made 


time 
appointments 


approximate 
when and 
brothers are 
appointments 
for an indefinite term. But 
according to Canon Law and to our 
Constitutions, the term for a Guardian 
is three years. While a Guardian may 
be reappointed in the same house for 
another term of three years, he must 
be changed after his second term un- 
less permission to extend his tenure 
of office is obtained from the Holy 
See. 

This year, because of the 
Chapter held last June, and the fact 
that many of the Guardians’ terms 
were up, the changes and appoint- 
ments were quite extensive. You see, 
when a 


among 
made. these 


are 


General 


father is moved from one 
position, another one has to be found 
to take his place. Then someone has 


to be found to replace the second 
father who is moved and so on right 
down the line until the Father General 
and the members of the Definitorium 
begin to feel that they running 
around in circles. 

The list on the next page finally 
evolved. As we mentioned above, most 
of the appointments are for an indef- 
inite term, but wherever a father has 
been appointed Guardian his term is 
for three years. 


are 


Severat MoNTHs AGO 
we received the picture of Cardinal 
Spellman with several of our fathers in 
Japan. We had an engraving made 
and had full intentions of publishing 
it in THe Lamp in the “Graymoor An- 
nals” but we never could find space. 
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We are 


because 


of this 


evidence 


very proud picture 
it is tangible of the 
great kindness of Cardinal Spellman 
Society. It is always a 


great pleasure for our fathers in Japan 


towards our 


to see him when he comes to that 
country. 
In 1948, a large territory of the di- 


ocese of Yokohama, Japan, was offered 
to us to labor in by His Eminence, 
Pietro Cardinal Fumasoni-Biondi, Sec- 
retary of the Sacred Congregation of 
the Propaganda. Cardinal Spellman 
approved and blessed this new 
project of and on 
January 9, 1949 he personally came to 
attend the departure 
ceremony and bid God’s speed to the 


mis- 
sionary Graymoor 
Graymoor to 


first contingent of six friar priests and 
two brothers who were leaving to es- 
tablish the Society in Japan. Our mis- 
sion center at Tsurumi is situated on 
an elevated spot adjoining a monas- 
tery of 200 Buddhist monks. 
Tsurumi is close to Yokohama and is 
heavily populated. Father Alphonsus 
Tobin, S.A., the first Superior of the 
Japanese mission, was pleasantly sur- 
prised from the very first day by the 
coming to the chapel of about a dozen 
or more of Japanese Catholics who 
previously had attended Mass in the 
center of the city. The mission since 
that time has expanded. Right now 
we have one school taking care of the 
first six grades. We are enlarging the 


some 


school so as to be able to include the 
higher grades also. We six 
churches with four mission stations. 
The churches have a resident pastor 
but at the mission stations the priest 
who travels there rents a room or finds 


have 
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a house in which he can say Mass and 


give instructions. One of our fathers 
Father Matthias Gilberg, S.A., is a 
Chaplain to a convent. Another, Fa 


ther Sebastian Simko, S.A., is stationed 
at the Sacred Heart Cathedral in Yo- 
kohama. His duty is to take care of 
the great number of non-Japanes¢ who 
live in the Cathedral parish, 

In addition, during the year 
we have been granted permission to 
open a Novitiate in Japan. The Novice 


past 


Master is Father Eric Tampe, S.A. 
whose picture, together with his as- 
pirants, appears on the next page. All 


in all, we quite happy with the 
progress of our mission in Japan but 
there 


are 
still remains a great amount to 
May we ask your continued 


help and prayers. T 


Wuen our Father 
Founder, Fr. Paul James Francis, $.A., 
was thirty years old, the time seemed 
ripe for him to begin the work he had 
been inspired in childhood to do— 
found a preaching order in the Episco- 
pal Church. Part of his hope was to 
establish a missionary community of 
Sisters also. From time to time as he 
thought of the matter, the question 
of a name for the new society troubled 
him. He was sure only of one thing. 
The name, whatever it was, would 
have to be connected in some way 
_ the Cross and the Sacrifice of 
Calvary. And therein lay the chief 
difficulty. All of the names he could 
think of were already taken. 
Finally, inspired by the ‘example of 
St. Francis of Assisi, he opened the 
Sacred Scriptures at random three 


be done. 


Peter Baptist, Eric, Ambrose, Sebastian and Simeon 














Fr. Eric, S.A. (top right) and 
his aspirants. 


times in honor of God the Father, the 
Son, and the Holy Spirit. The second 
time he opened his Bible, Father's 
eyes fell on the text, “We joy in God 
through our Lord, Jesus Christ, by 
Whom we have now received the 
Atonement.” The last word stood out, 
to use his own expression, “as in letters 
of gold.” That was what the new 
society should be called—the Society 
of the Atonement. 

Father Founder hastened from the 
Church over to his rectory and there 
copied the three texts on a sheet of 
linen note paper. As he held the 
paper in his hand, rereading what he 
had written, an interior voice, inau- 
dible, but quite distinct, said, “You 
will have to wait seven years for this 
to be realized.” This event occurred 
on the Seventh Sunday after Pentecost 
in 1893. 

Just seven years later, on the Fri- 
day of the Seventh week after Pente- 
cost, Fr. Paul knelt at the feet of the 
Episcopal Bishop Colman of Delaware 
before a beautifully decorated altar 
in a large white tent on the very top 
of the Mount of the Atonement. 
There, in the presence of the whole 
community, he made public profession 
of his three religious vows of poverty, 
chastity, and obedience. 

In the seven years that elapsed from 
the time he received the name of the 
Society and the time that Fr. Paul 
made his profession much had _ hap- 
pened. Fr. Paul had met Mother 
Lurana; the foundation at Graymoor 
had been made; the Mount of the 
Atonement had been purchased. Some 
of his plans were now realized. The 
first stage of his life’s work was begun. 

All of the members of the Society 
celebrate the Seventh Week after 
Pentecost, calling it Atonement Week 
in commemoration of these happy 
events. 


Announced Appointments — July, 1955 


‘ather Bonaventure 
Father Wilfrid 


"ather Alexander 
ather Samuel 
ather Andrew 
‘ather Eugene 
ather Thomas 
ather Aloysius 
ather Januarius 
ather Michael 
‘ather Robert 


oy ry ey oy oy 


Father Stephen 
Father John Baptist 
Father Bernardine 
Father Albert 

Father John Marie 
Father David 


Father Ignatius 


Father Gregory 


ather Richard 
ather Clement 


‘ather Leon 


I 

I 

I 

Father Roger 
Father Xavier 
Father Celestine 
Father Hubert 
Father Regis 
Father Aquinas 
Father Alan 


Theodore 
Myles 
Edward 
Salvator 


Fathe 
Fathe 
Fathe 
Fathe 
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“ather Noel 
‘ather Cuthbert 


“ather Titus 
ather Jerome . 
ather Simeon 
“ather Charles 


Father Nicholas 


Father Alcuin 
Father Timothy 
Father Jeremiah 


Father Austin 
Father Cletus 
Father Romanus 
Father Pacificus 
Father Christopher 
Father Alban .......... 
Father Geoffrey 
Father Emmanuel 
Father Peter Baptist 
Brother Giles 
Brother Kilian ........ 
Brother Emmanuel 
Brother Guy 


Brother Andrew ......... 


Director, Graymoor Press. 

Rector, St. John’s Atonement Seminary and Vicar of Friary 
Montour Falls, N. Y 

Guardian, St. Paul’s Friary, Graymoor. 

Editor and Circulation, Tue Lamp Magazine. 

Master of Brothers, Second Councilor, Graymoor 

Pastor, Our Lady of the Atonement, Kinston, N. C 

Guardian, St. John’s, Montour Falls, N. Y 

Guardian, Our Lady of the Atonement, Valley Falls, R. 1 

Pastor, Sacred Heart, Golden, B. C. 

Director, Mission Band, and Vicar of Friary, Gravmoor 

Pastor, Christ the King, High Point, and Regional Superior 
in North Carolina. 

Vic ar ot Friary, St. Jose ph’s, Saranac Lake, Se 4 

Assistant, Christ the King, High Point, N. C 

Guardian, Atonement Seminary, Washington, D. C. 


Assistant Regional Superior, Graymoor-in Japan. 


-Pastor, St. Madeline’s, Lumberton, N. C 


Retreat Work residing Valley Falls, and Second Councilor 
there. 

Director, Saint Christopher's Inn, Graymoor 

Continuing Rector, Atonement Seminary, and Vicar of Friary, 
Washington, D. C. 

Moderator, St. Margaret of Scotland Guild. 

Master of Postulants, Graymoor. 

Pastor, St. Paul’s, Vancouver, B. C. 

Second Councilor, Atonement Seminary, Washington, D. C. 

issistant, Vocational Department, Graymoor. 


..First Assistant, Our Lady of the Atonement Retreat House, 


Gardiner Mines, Nova Scotia. 

Pastor, Sacred Heart, Greenwood, B. C, 

Assistant, Canadian Martyrs, Athalmer, B. C. 

Continuing Guardian, Saranac Lake, N. Y. 

Retreat Work, Our Lady of the Atonement Retreat House, 
Gardiner Mines, Nova Scotia. 

Pastor, St. Joseph's, Field, B. C. 

In Charge, Maintenance, Graymoor. 

Faculty, Atonement Seminary, Washington, D. C. 


.. Spiritual Director, St. Joseph’s, Saranac Lake as well as 


Chaplain, RayBrook Hospital. 
Mission Procurator. 
Confessor, Our Lady of the Atonement Novitiate, Valley 
Falls, R. 1. ; ; 
National Director, Chair of Unity Department. 
Acting Novice Master, Valley Falls, and Vicar of Friary there. 
Vocational Director, Graymoor. ; 
Spiritual Director, St. John’s, and Second Councilor, Montour 
Falls, N. Y. 


..Faculty, St. Joseph’s, and Second Councilor, Saranac Lake, 


Director, Ave Maria Hour. 

Chaplain, U.S.P.H. Hospital, Stapleton, S. 1, N. Y. 

Spiritual Director, Atonement Seminary as well as Faculty, 
Washington, D. C. 

Assistant, Vocational Department, Graymoor. 

Assistant, St. Anthony’s, Heretord, Texas. 


.-Faculty, St. John’s Atonement Seminary, Montour Falls, N. Y. 
..Graymoor-in-Japan. 


Faculty, St. John’s Seminary, Montour Falls, N. Y. 
Faculty, St. John’s Seminary, Montour Falls, N. Y. 
Graduate Studies in Sacred Scripture, Catholic University. 
Faculty, St. Joseph’s, Saranac Lake, N. Y. ; 


.--Continuing Regional Superior, Graymoor-in-Japan. 
...St. Joseph’s Friary, Saranac Lake, N. Y. 


Brother Vincent ............ 


Brother Edward ......... 


Procurator, Graymoor. 
St. John’s Atonement Seminary, Montour Falls, N. Y. 


peiccnialtal Atonement Seminary, Washington, D. C. 
-Our Lady of the Atonement Novitiate, Valley Falls. 


Assistant, Maintenance Dept. Graymoor. 


-St. Paul’s, Graymoor. 


Brother Timothy .......... St. John’s Atonement Seminary, Montour Falls, N. Y. 
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reaffirm our faith in God and in His Christ; we must 


meric 


If we would have life we must renew and 


an Way 
Can be' 


cling to the moral code which is the American way 


HERE’S no doubt that most Americans look 

upon the American way of life as the best 

in the world. It is, too, especially if you 

reckon the American way of life with the yard- 
stick of material comforts, luxuries and gigantic pro- 
duction methods. There very definitely has never 
been a country like ours. It is almost a material 
Utopia for a gcod many of our citizens, although not 
all Americans have even all the necessities of life, 
much less the many luxury products of our way of 
life. 

But there is another way of life that far tran- 
scends the material. It is so far above it that people 
who have this spiritual way of life may have nothing 
else, but they do have happiness. Reversely, even 
the richest and most important people, judging solely 
from the material point of view, may be the un- 
happiest of all. The newspapers bear this out so 
many, many times that the statement is almost 
axiomatic. 


NHE Bishops of the United States, in their annual 
deans published in November 1954, caught 
this idea in a single sentence, “If we would have life, 
we must renew and reaffirm our faith in God and 
in His Christ; we must cling again to that Christian 
moral code which is the American way of life at 
its purest and its best.” Let’s see just how the 
Christian way of life makes for the best, most perfect 
American way of life. 

In the last few years, heartsick and afraid, we 
have watched the uncovering of numerous American 
citizens, all in high, respected and responsible posi- 
tions in the federal government, who have turned 
traitor to their country, its people, and to them- 
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selves. Given positions of the utmost importance, 
dealing with secret information, particularly nuclear 
energy information, which is absolutely top secret, 
these low-life have sold their birthright to enemies 
of our American way of life. There is no assurance 
that all of them have even now been ferreted out 
of responsible government positions. 

Thank God that we have had such outstanding 
men as Senator Joseph McCarthy of Wisconsin to 
dig out and expose many of these rats in our ship 
of state. These 20th century patriots invariably have 
a real Christian background from which they draw 
their strength. The traitors, on the other hand, either 
had no such vital background, or had long since 
relinquished it. 


ccorDING to the Christian moral code, treason 
Ay a heinous, a mortal, sin, because it is an 
overt act against duly constituted and lawful au- 
thority, hence against the common good. Seditions 
are mentioned by St. Paul as sins to be especially 
avoided, as they tend to disrupt peace and unity 
among peoples. Treason is a sin akin to sedition, 
since its end result is approximately the same. 

One of the most terrible excommunications used 
to be visited upon those guilty of high treason. 
The Fathers of the Fourth Council of Toledo 
issued what is called the “anathema maranatha” 
against these despicable persons in these words, 
“He who dares to despise our decision, let him 
be stricken with anathema maranatha, i.e., may 
he be damned at the coming of the Lord, may 
he have his place with Judas Iscariot, he and his 
companions. Amen.” Anathema is a major excom- 
munication, but like all excommunications, there 
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is always left room for repentance and acceptance 
back into the Church. 

The very fact of treason being a mortal sin, 
and hence deserving of damnation, is reason enough 
for Christians to shun such an act. Hence, it follows 
that were the Christian moral code an_ integral 
part of the lives of these Americans in high position, 
no such danger to the country as treason would 
ever exist, and the American way of life would 
be a better, a more perfect, way of life. 


IMILARLY, many men in high positions in our 
S government have been charged with, and occa- 
sionally convicted of that arch-disrupter of justice 
and order, perjury. Perjury, the act of lying under 
oath before courts of law, is not an isolated sin 
in America. It is not a sin reserved only to the 
highly placed. Judges and district attorneys the 
land over will invariably tell you that perjury is 
committed every day in their courts, yet there is 
little they can do about it. The little man and the 
big man are both guilty. How often in the past 
few years we have had perjured testimony before 
congressional investigating committees. Take the 
famous so-called Army-McCarthy hearings. The 






American nation, via television, heard such con- 
tradictory statements made that, as black cannot 
at the same time be white, so some of the principals 
involved were playing with falsehoods. 


ERJURY is no little matter, even in a small acci- 
Praene case, It is considered to be always a mortal 
sin, especially when no ignorance is involved. Per- 
jury is a sin of contempt, both of lawful authority 
of the state, and of God, from whom that authority 
springs. Hence, it is quite plain that those who 
turn their backs on the entirely Christian concept 
of truthfulness at all times, make for a completely 
disordered American way of life. 

The Christian moral code forbids adultery, and 
all the numerous sins that are implied in that one 
word. Yet, we are not blind to the undeniable fact 
that, probably more than any other sin, sins against 
the Sixth and Ninth Commandments are rapidly 
making a shambles of our vaunted American way 
of life. Since all agree that the home, the family, 
is the basic unit, the very foundation, of society, 
it needs no special proof to say that adultery, and 
all that term includes, is a weakener, a destroyer, 
of the family and the home. (Cont. on page 18) 
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AMERICAN WAY CAN BE BEST! 
(From page 17) Adultery, either in 
act or thought, is the chief breeder of 
divorce, which always destroys the 
family. Every divorce is, in effect, 
an act of treason against our nation. 
Granted it isn’t looked upon as that, 
but it is nevertheless. 

Next, take a quick gander at all the 
businesses that pander to the lustful 
and, worse, those that attempt to en- 
snare the innocent into the slimy pots 
of depraved sexual sins. The movies, 
television, comic books, the paper- 
covered cheapie books, lurid adver- 
tisements advertising pin-ups, slides 
and home movies, The list seems 
almost inexhaustible. Juvenile delin- 
quency across the nation has its roots 
in sins against the Sixth Command- 
ment. The American way of life would 
unquestionably be a better, a purer, 
yes, a safer way of life if the Christian 
moral code were strictly adhered to. 
None of these weakening influences 
would be present. America would be 
a strong, manly, vigorous nation, with 
none of the debilitating forces of Satan 
able to weaken us. 

The root of our trouble started 
quite a few years ago when the pres- 
ent system of free public schools was 
established with the idea of keeping 
God and His moral code out of them 
entirely. Before this, religious schools 
were the American system of educa- 
tion. Character based on 
God’s laws, was a prescribed part of 
all good schooling. There is no real 
education that leaves God out of it. 
Now, most intelligent men know and 
readily admit that morality is a neces- 
sary addition to education, is, in fact, 
its foundation. Still, the thousands of 
parents who realize this do nothing 
about it, make no voice heard that 
they want their children trained in the 
real and only American way of educa- 
tion, the way of our forefathers who 
made this country great, the way that 
makes for better citizenship, better 
social responsibility, better character. 

Readin’, ‘riting and ‘rithmetic are 
still taught, yes, but not the other two 
“R’s” that make the real difference in 
a man: responsibility and religion. Not 
only the youth of today, but even the 
so-called oldsters of the last couple 
of generations, are showing, via news- 
paper headlines, just how tragic and 
evil the American way of life can be- 
come in their particular cases by this 
systematic neglect of these two last- 
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“R's.” We've got to face it 
sooner or later: either the three “R’s” 
are increased to five, or we as a na- 
tion and as a way of life are in for 
trouble, bad trouble. The handwriting 
is already discernible on the wall. 

Just think, for a moment, what the 
American way of life would be like 
if, and it’s a big and important if, 
the Christian moral code were an in- 
tegral part of it. For one thing, major 
crimes would be at a minimum, and 
the shift to them would be at a much 
later age than is the case today. In 
other words, the major crimes, the 
felonies, would be committed mostly 
by hardened habitual criminals, just as 
was the case many years ago. Today, 
youth is in the forefront in this cate- 
gory, and simply because youth has 
no moral code, no fear of God, no 
consciousness of the rights of others, 
and the possible spiritual nobility of 
themselves. They care neither for 
Heaven nor Hell, but live, and have 
been taught to live, solely a material- 
istic life. Materialism has no place in 
Christianity, the real Christianity I 
mean, the Christianity that believes in 
Christ as the God-Man, and follows 
His teachings. 

If the Christian moral code were 
part and parcel of the American way 
of life, you wouldn't find better than 
a third of the American people merely 
subsisting on bare minimum necessi- 
ties, and in a land that, without argu- 
ment, is the richest nation on earth. 
True, we are feeding peoples in other 
lands, and that’s to our credit. How- 
ever, let’s face it. We are doing this 
not so much because we are a Chris- 
tian people, but because politically 
this seems to be the best thing for us 
to do at the moment. Why, we are 
even considering selling much of our 
farm surpluses to Iron Curtain coun- 
tries, even Russia, in spite of the fact 
that these very foodstuffs will be used 
against us. Still, we refuse to lower 
the prices on these surpluses so that 


named 


the undernourished third of our own 
population can have more and better 
to eat. This sort of thing would never 
happen if we as a people were thor- 
oughly grounded in the Christian 
moral code. We would never allow 
our own citizens to go without, while 
our bins and silos and warehouses are 
literally bursting at the seams with 
precious food surpluses that we our- 
selves raised and sorely need. 

All men, no matter what the color 
of their skin, are God’s children, des- 
tined to live together in an eternity 
of Heaven. But it quite definitely 
takes the Christian moral cede to point 
out this fact, and to point out the 
behavior pattern one race is to have 
towards all others. The Nazis insisted 
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on the superiority of the Aryan blood. 
We rightly termed this ridiculous, and 
went to war to prove it. But what 
have we here in America? Remember 
the race riots in Michigan and Illinois? 
Remember the mob lynchings down 
South and the K.K.K.? There are 
hundreds of Negro families who will 
never forget these atrocities. Yet, ex- 
actly what is the difference between 
the Nazis who exterminated Jews, and 
the irresponsible and inhuman Ameri- 
can whites who perpetrated these anti 
Negro outrages? 

When the Supreme Court recently 
outlawed segregation in the schools, 
did all Americans fall into line and 
say, “This, then, is the American way.” 
Did they? Some of the southern states 
went so far in their denunciation of 
this momentous decision that they 
proposed abolishing the public schools 
altogether in their own states. Any 
number of the so-called leaders in this 
land decried the decision. 

The Christian moral code teaches 
that all men are brothers, since they 
all have a common father, Adam. If 
the country abided sincerely by this 
code, such a decision as the Supreme 
Court was forced to hand down would 
never have been necessary in the first 
place, for all Americans, regardless 


“of race or national blood, would see 


in each other future eternal inhabi- 
tants of Heaven, and would live hap- 
pily and peacably with each other, as 
brothers should. 

There are many other points that 
could be considered in this same vein, 
but I think the idea has already been 
adequately put across. The American 
way of life should be the purest, the 
best way of life in the world, because 
it has been built on a Christian foun- 
dation. It can be, too, if Americans 
as a people would steadily and enthu- 
siastically build on this Christian foun- 
dation by wholeheartedly embracing 
the Christian moral code. Americans 
must reject the materialistic way of 
life for the spiritual one. The true 
Christian way of life, based as it is 
on the teachings of the God-Man 
Jesus Christ, can be found fully only 
in the Church He Himself founded 
while on earth, and which He prom- 
ised to preserve forever from all error. 
That Church is the Catholic Church. 
Hence, the Catholic Church alone 
teaches the purest and the best Ameri- 
can way of life. t 

BURN A VOTIVE LIGHT 
in honor of 
THE SACRED HEART 
4 Happy Home 
: See complete details on page 32 
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Educate 


a worthy boy so that he 
can reach the Altar of God 






Co-operate 
in the Missionary work 
of the Graymoor Friars 





Participate 


in God's Holy work for 
the Salvation of Souls 





You CAN satisfy the charity 
burning in your heart to do all 
of these things, Perhaps, in 
justice to yourself, you feel that 
you cannot do them right now. 
But by remembering the Gray- 
moor Friars in your will you 
can accomplish all this and 
share in the rewards promised 
by Christ. Keep alive the Chris- 
tian tradition of real charity by 


sharing something with Christ, 
Our Blessed Lord and Saviour iJ 


Merely insert in your will: | give, devise, and 


bequeath to the Friars of the Atonement, Inc., 
Graymoor, Garrison, N. Y., the sum of $ 
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NO HOMES FOR LARGE FAMILIES 
(From page 9) the same required 
minimum plot as a $12,000, This is 
business. Don't blame me.” 

Jim doesn't blame anyone. Still he 
would like to see his family settled in 
a place they could call their own. It 
seems ironic to Jim that he pays a 
high rent for the top floor of a two 
family house—extra high he knows 
because the landlord believes four 
children automatically means more 
damage to the place—and cannot get 
any of the Federal or State aid which 
would be automatic if he permitted 
his family to live in a slum. If he did 
he might come under a slum cleat 
ince program and thus be given a 
decent apartment. 

It also makes Jim bitter now and 
then when he sees Lazy Gus at the 
plant. Gus is about the same age as 
Jim but he never had a shred of ambi- 
tion. They both started the same year. 
Jim worked hard and got to be a 
mechanic. Gus didn't and is a sort of 
handy man and_ porter. Gus earns 
$1.30 an hour. However he lives as 
well as Jim, possibly better, as his 
wages are low enough to qualify him 
for a pleasant apartment in a low in 
come project. Jim sometimes thinks 
his ambition is penalizing him. 

Jim may be right, too. Federal 
government spending on public hous- 
ing programs and aids to private 
housing totals over three-quarters 
of a billion dollars a year. There is a 
construction program for dependents 
of military personnel; there is defense 
construction for defense workers in 
isolated areas; there are the V.A. loan 
guarantees; there is the F.H.A.; there 
are slum clearance programs of the 
States—at times is seems as if there is 
aid for everyone needing housing- 
except for the Jims and Janes. 

Jim doesn't know it but he is a 
minority. Of some 45,900,000 dwell- 
ing units in the U.S. nearly 30,000,000 
of them are one family detached 
houses. Since 1949 there has been a 
33% increase in one family houses; 
a 17% increase in two family and a 4% 
increase in apartments and other mul 
tiple dwellings. The U.S. is fast be- 
coming a nation of home owners. 

Admittedly Jim and Jane will buy a 
house. They have been looking seri- 
ously among the older houses—par- 
ticularly those which a man handy 
with tools could put into good shape. 
Such older houses offer generous sized 
rooms, large yards and screens, storm 
windows, sewers, established neigh- 
borhoods and schools which the new 
houses and new communities lack. 
But this solution may create new 
problems. 

The old house Jim buys, like an old 
car, runs down (Cont. on page 20) 
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Have Your Friends and Neighbors 


Visit Beautiful GRAYMOOR 


1955 PILGRIMAGE SEASON 
Sundays from June 5 through October 30 


DIALOGUE MASSES 11, 12, 12:45 
CONFESSIONS 10 A.M. TO 5 P.M. 


Novena to St. Anthony, Sermon, Benediction-3 p.m. 
Exposition of the Blessed Sacrament after 12:45 Mass till 6 p.m. 





GRAYMOOR is 5 miles north of Peekskill, N. Y. on Route 9, across Bear 
Mountain Bridge from West Point. Cafeteria open Sundays. Parking 
area on grounds 


Mass every weekday at 11 a.m. 


Visitors Welcome Every Day as well as Pilgrimage Sundays 


For those who prefer to go by Motor Coach buses leave 
Consolidated Bus Terminal 41st St. & 7th Ave., NYC.-9 a.m. 


Telephone: Wisconsin 7-5550-In New Jersey call MArket 2-7000 


Send for Your 
Graymoor Visitors’ Directory 


Read it and you'll have more than a bookful of fond 
memories after spending a Sunday or weekday at 
beautiful Graymoor. You will enjoy a day of peaceful 
relaxation in these days of alarm. You'll renew your 
spiritual strength in Graymoor’s prayerful atmosphere 


Write for your free 32-page brochure 


GRAYMOOR VISITORS’ DIRECTORY 


Franciscan Friars of the Atonement 


Graymoor, Garrison, N. Y. 
y 


GHR AW VIOOL 


in the heart of the Highlands-of-the-Hudson 
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NO HOMES FOR LARGE FAMILIES 
(From page 19) quickly. Jim cannot 
afford to put a lot of money into an 
old place—not with raising four and 
maybe more children. He knows that 
money put into an old house cannot 
be taken out again. Appraisers esti- 
mate the maximum return you can get 
on money put into modernizing an old 
house at 50¢ on the dollar—more con- 
servative ones place the figure at 
25¢. Certain improvements, notably 
kitchens and baths, may not bring an 
extra nickel as people expect them 
anyway. 

Another problem is that older neigh- 
borhoods may be on the way down- 
hill. By the time a 30 year mortgage 
is paid the neighborhood might have 
degenerated into a slum and Jim will 
have little or nothing to show for his 
lifetime of payments. This narrows 
Jim’s choice considerably. He must 
consider the neigborhood, the trends, 
the zoning laws. In the promising 
neighborhoods, the prices are too 
high. Where the prices are reasonable 
he finds the trend too much of a 
gamble. Jim lies awake nights puz- 
zling over it. 

Jim doesn't admit it to Jane but he 
recognizes that his basic housing prob- 
lem stems, not from his income, not 
from his tastes, but from the fact that 
he has four children. Somewhere along 
the line, maybe with the third or more 
likely with the fourth child, he became 
a special case. He entered a sort of 
no-man’s land where nothing in the 
economy seemed geared to help him 
everything seemed designed for the 
small family whether a car, a refrig- 
erator or a house. The large family 
might be healthy for the national 
economy but the national economy 
doesn’t make it healthy for them. 

Jim and Jane will get along with 
the old car. And they can get along 
with the old refrigerator. And they 
can patch, mend, skimp and do with- 
out a hundred other things. But they 
know instinctively that a home of their 
own, which neither of them had while 
growing up, is an anchor to a family, 
it brings a family together in a deep 
communion; it fills an ages-old yearn- 
ing. 

Jim needs help. 

There are two ways he could get it. 
One is new, to this country, and is a 
long way from fruition. That is a plan 
of the NCWC Family Life Bureau of 
Washington, D.C. Full details on this 
plan are available from the NCWC, 
1312 Massachusetts Ave., N.W., Wash- 
ington 5, D.C. It was written up by 
Robert and Helen Cissell in the Octo- 
ber 16, 1954 America and condensed 
in the February 1955 Catholic Digest. 

Briefly this idea recognizes that the 
middle income wage earner with a 


large family could use Federal assis- 
tance in the form of supplementary 
income for each child over a minimum 
number of children, two being the 
suggested figure, on a descending 
scale for each additional child. The 
recommended system of monthly pay- 
ments was $12 for the third child, 
$10 for the fourth and $8 for the 
fifth, and so on. 

This plan, while at first seemingly 
a new and unusual idea for the U.S. 
(it is done in a number of other 
countries) is actually an extension of 
the basic idea contained in income tax 
exemptions. These recognize the prin- 
ciple of assistance to those with a large 
number of dependents. The differ- 
ence is, of course, instead of giving 
funds to such families, tax exemptions 
permit them to retain funds over and 
above the amount of income on which 
those with fewer dependents base 
their tax return. 

Unfortunately the tax exemption for 
dependents is not a particularly bene- 
ficial thing to middle income workers 
with large families. An exemption of 
$600 does not mean any appreciable 
amount of cash in hand. It may 
simply, and ironically, mean that the 
wage earner will not have to pay 
any income tax. The NCWC plan ex- 
tends this principle to a logical con- 
clusion—giving cash benefits to those 
who need them, when they need them. 

The plan is basically simple. Actu- 
ally, however, there is no precedent 
for it in our laws. That would mean 
new legislation. Such things are not 
easily accomplished. Since there are 
only a few million with large families 
and many millions without, there is 
no great popular sentiment or sup- 
port for such a measure. It would 
produce considerable discussion and 
argument. It might happen some day. 
It is a noble goal. But it doesn’t look 
very immediate. 

The other idea is only an idea. 
There may be better ways of accom- 
plishing it. But at least it has prece- 
dent. There is even a question as to 
whether any new basic legislation 
would be needed. That would be to 
extend to Jim and Jane directly—or to 
builders—some form of Federal sub- 
sidy which would permit the Jims and 
Janes to purchase and own a decent 
home in a decent community. 

Only a modification of existing laws 
would be required to permit the gov- 
ernment to guarantee a loan for Jim— 
a new type of mortgage loan—which 
would permit Jim very small payments 
during the early years of his family’s 
growth—when he is hardest pressed 
for cash—with the payments increasing 
later on. Perhaps such a loan could 
be a 40 year loan—(Cont. on page 22) 
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OUR LORD...If Adam and Eve 
hadn’t sinned would Our Lord still 
have been born? 


I don’t know for sure and neither 
does anyone else because the Church 
has made no definite statement on 
this particular point. Some of the 
Fathers and eminent theologians of 
the Church think that Christ would 
have been born even if Adam had not 
sinned. Others feel that, since there 
would have been no need of a Re- 
deemer if Adam and Eve hadn't eaten 
the apple, Christ would not have be- 
come man. So take your pick. I my- 
self like to believe that even if our 
first parents had not sinned Christ 
would have become man anyway be- 
cause of the great love that He has 
for each and every one of us. 

7 7 7 A 
HAIL HOLY QUEEN ...I have seen 
some people strike their breasts while 
saying, “O Clement, O Loving, O 
Sweet Virgin Mary” in the Hail Holy 
Queen prayer after Mass. Is this cor- 
rect? 


People have been striking their 
breasts at the words, “O Clement, O 
Loving, O Sweet Virgin Mary” as far 
back as I can remember and probably 
50 years before that. 

Striking the breast is an indication 
of sorrow for personal faults, failings, 
and sins as in the prayer, “I Confess 
to Almighty God” at the words 
“Through my fault, through my fault, 
through my most grievous fault.” It 
is also a manifestation of humility. 
For instance, the priest strikes his 
breast at the Domine Non Sum 
Dignus, (Lord I am not Worthy) 
which he says immediately before 
Communion. There is no rule which 
says that one should strike his breast 
at the “O Clement, O Loving, O Sweet 
Virgin Mary,” and since these particu- 
lar words are in praise of the Blessed 
Mother, I hardly see how the element 
of contrition or humility enters in. I 
think, therefore, that the practice is 
incorrect and should be eliminated. 
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However, I suppose that 50 years 
from now it will still be going on. 
Custom is very strong. 
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GODPARENTS ...Is it a sin of any 
kind for a person to refuse to be a 
godparent for a child when he has 
absolutely no reason at all for refus- 
ing? 

No. There is no obligation for any- 
one to accept the role of a godparent. 
It must be remembered that there is 
more to being a godparent than 
merely accepting the honor of holding 
the child at the time of Baptism. God- 
parents take upon themselves the obli- 
gation of seeing to it that the child 
is properly brought up as a Catholic 
if, for any reason, the parents should 
be derelict in their duty. 

ye Se * 


FORTUNE TELLERS...I have heard 
that professional fortune tellers are 
workers of the devil and that some- 
times they are even possessed by the 
devil. Is this true? 


If your question means, “are all 
professional fortune tellers workers of 
the devil and possessed by him?” I 
would say that the answer is “No.” 
I would say that many of these people 
who are not so fortunate as we to 
possess the gift of Faith are merely 
out to make a living. If your question 
means, “are some fortune tellers pos- 
sessed by the devil and workers for 
him?” I would say “Yes, some of them 
are.” 

Now don’t ask me which is which. 
I don’t know which are and which 
aren't. All I know is that it is a sin 
against the First Commandment to go 
to a fortune teller. It’s a sin of super- 
stitution, 


a MB Pe. 


VOWS... Why are the vows of pov- 
erty, chastity and obedience called 
the Evangelical Counsels? 


They are called Counsels because 
no one is obliged to take them. They 
are called Evangelical because they 
are found in the Gospels. No one, 
therefore, is obliged to take the vows 
of poverty, chastity and obedience. 
Religious, brothers, priests and sisters 
who take them, take them of their 
own free will. 
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The Graymoor Priest, in 


the footsteps of Christ, 
goes through the world 
winning souls for God’s 
Kingdom. His is a 
satisfying life of high 
adventure that calls for 
deep charity and sacrifice. 
Young men of High 
School and College age 
are invited to join 
us in our noble, 
thrilling work. 
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The Seminarians of the Society 

of the Atonement include the 

petitions of all their benefactors 

in their daily devotions in honor 
of the Holy Spirit. 


Send your Petitions to 


REVEREND RECTOR, S.A. 
ATONEMENT SEMINARY 
WASHINGTON 17, D.C. 
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NO HOMES FOR LARGE FAMILIES 
(From page 21) if Jim is under 
35—after all, 30 year mortgages today 
are common, 

Even that has its drawbacks. Jim 
would pay an appalling amount of 
interest over the life of his loan and 
when his kids grew up and he found 
his housing needs were not so large 
he would have only a small equity in 
the house. Perhaps then the govern 
ment could simply make it more at 
tractive for private enterprise to meet 
Jim’s housing need—through direct 
grants to builders who are willing to 
erect sound but low cost housing 
where purchasing priorities would be 
predicated not on income alone but 
on a formula which includes both 
income and the number of children in 
the family. 

Is this government interference? Is 
this a radical new socialistic concept? 
It is difficult to see how it is. It is all 
a matter of degree. The government, 
state and federal, recognizes its obli- 
gation to assist in removing sub- 
standard housing and providing decent 
housing to those of low income. Jim’s 
middle income is actually low income 
in terms of purchasing power because 
he has some six mouths to feed. His 
per capita income within his family 
is very low. 

The creation of houses based on 
such criteria could well provide a 
haven for large families for some time 
to come. This could be accomplished 
through a simple clause in Jim’s 
housing contract. In return for the 
government assistance he received, 
directly or indirectly, he would have 
to agree not to re-sell the house except 
under the same income/children form- 
ula—or the government could repur- 
chase the house to re-sell it under that 
formula. 

Perhaps none of these suggestions 
offer the right scheme. Perhaps the 
real estate industry, now becoming 
concerned about oversaturation of 
housing, can determine a way to tap 
this new market. Perhaps they can 
come up with a plan of private fi- 
nancing which would be the perfect 
answer for the Jims and the Janes. 
Or it might be that the federal govern- 
ment would have to lead the way, 
either in the form of direct aid, 
further tax relief, government built 
housing or some other plan will fill 
the bill. Somewhere there may be an 
individual or group with a_ perfect 
plan to give some tangible relief toa 
problem of increasing intensity. 

Some plan is needed and needed 
soon. Otherwise the Jims and the 
Janes—and all of the other middle 
income large families—are doomed to 
being second class citizens, semi- 
slum dwellers who find that the joys 








of a large family are considerably 
dulled by their inability to share in 
the pleasures of home ownership. 
No one denies that large families 
are good for the nation. Quotes on the 
subject from those in high and low 
position are numerous. And none 
denies that a nation of home owners 
is a highly desirable thing. Quotes on 
that are also numerous. The problem 
is to get the two together the large 
families into their own homes—reduce 
the quotes to plans and the plans to 
action, Over 1,250,000 families will 
be added to the over 30,000,000 who 
own their own one family houses. It 
is rather a pitiful thought that Jim 
and Jane and their fine young family 
cannot enjoy any of this—they are 
being left, literally, out in the cold. =f 





ONE JUMP AHEAC 

(From page 13) it may do all sorts 
of injury to the child’s faith. This is 
serious, I tell you!” And I faced Bob 
again, my tears near the surtace. 
“What if he believes that I have 
thwarted his prayers! What would 
such a thought do to his faith in 
God's power! Or, what if it made 
him turn against me! I don’t know 
what to do, Bob!” And I covered 
my face with my apron and burst 
out crying. 

Bob took me at once in his arms 
and began trying awkwardly to soothe 
me. “I'm sorry, Jeanie,” he said gently. 
“I'm afraid I didn't quite realize what 
you've been up against. But I still 
think you're taking it too hard. I see 
your point of view, but are you sure 
Davy will look at it the way you 
think he will? After all, he’s just a 
baby, and baby’s aren't all that 
logical.” 

“It’s not a matter of logic,” I sniffed, 
trying to dry my eyes on a corner of 
the apron. “It’s a matter of feeling. 
You know how strongly emotions af- 
fect the attitudes even of grown-ups. 
Well, I've read what psychologists 
say about it, and it’s even more so 
with children. If parents aren't care- 
ful, they can blight a child’s wh-whole 
1-life!”’ And I began weeping afresh 
while Bob patted my head consolingly. 

“Well,” he said finally when my 
tears had somewhat abated, “it’s a 
cinch we can't do anything about it 
tonight. So blow your nose and forget 
about it till tomorrow. Maybe by then 
you'll have an inspiration. Say!” he 
added suddenly, his eyes lighting, 
“speaking of inspirations, why don’t 
you ask the Sisters what to do?” 

“I'd thought of that,” I replied in 
a muffled tone through my _hand- 
kerchief, “but I don’t know how to 
do it without seeming impertinent.” 
At Bob’s inquiring look I amplified, 
“How can I ask (Cont. on page 24) 
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QUOTATION OF THE MONTH—“What 
reason have atheists for saying that 
we cannot rise again? Which is the 
more difficult—to be born, or to rise 
again? That what has never been, 
should be; or that what has been, 
should be again? Is it more difficult 
to come into being than to return 
to it?” 

That quotation by Blaise Pascal is 
as fine an argument, both for reason 
and immortality, as I have ever seen. 


SUFFERING—No one of us, as John 
Donne remarked, “is an island entire 
unto himself.” No one of us passes 
through this vale of sunshine and 
shadow without being forced to ask 
himself the why and wherefore of cer- 
tain events. It is as if God makes it 
abundantly clear that we shall, and 
must, question our mysterious origin, 
our fleeting sojourn on this planet, 
our destiny. It was not enough that 
He set the stars and the moon in their 
orbits above us: man becomes accus- 
tomed to them and forgets them. It is 
not enough that He has kept a prom- 
ise that seedtime and harvest shall not 
fail: man complacently conjectures 
that growth and food are “as certain 
as nature.” So God puts Mystery 
where it will hit home to every last 
one of us: in ourselves and in our 
families. And everyone of us, sooner 
or later, must ask why some friend or 
loved one was born an incurable inva- 
lid; why Mary Smith, who was so 
sweet and good, was suddenly stricken 
with a fatal illness; why our own 
mother or little kid sister was blinded 
or maimed.... / And for these ques- 
tions, science has no answer. You 
must go to theology. 

Neither sickness nor suffering has 
any place in any theory of evolution. 
Neither serves any “good” to man, 
from the scientific viewpoint. Neither 
is caused by evolution. What kind of 
mysteries are they, then? 

I think it was Mary Baker Eddy 


(founder of the Christian Scientists) 
who declared suffering did not come 
from God, because God is all-good 
and nothing bad could come from 
Him. She, of course, did not under- 
stand the mystery of man’s fall from 
the Garden of Eden and our conse- 
quent legacy of sorrow and sadness. 
It appears to me she did not under- 
stand, either, that suffering and sick- 
ness are not necessarily “bad”—in fact, 
it is through these mysteries that God 
works unbelievable good. 

In my own lifetime, I have come to 
believe that certain sick people I know 
were themselves saved through their 
own suffering. On a broader scale, 
I have also been convinced that much 
suffering is truly a vocation given 
from God. As the Little Flower was 
able to take the headaches, sore feet 
and weary back of many a missionary 
she never knew, so do we other mem- 
bers of the Mystical Body of Christ 
assume, as it were, sufferings of other 
members we most likely will never 
know, perhaps to ease their load, per- 
haps to permit them to accomplish 
something great in God’s plan. 

I may be steering away from the 
theologian’s star at this point, but 
often now, when I am _ unutterably 
tired for no apparent cause, or when 
I am unusually despondent and dis- 
pirited (a mood so contrary to Irish 
nature!) I say to myself: “Some other 
Catholic somewhere was too tired to 
work today; but he had to work, so 
God put his weariness on me.” Or: 
“Somebody else, maybe in China or 
Russia, needed the strength and cheer- 
fulness of a Christian martyr today, so 
God has unloaded on me some of 
the despair he would normally have 
borne... .” 

And do you know—I immediately 
feel better for such thinking! 


SHOCK STORY OF THE MONTH—Osserva- 
tore Romano, often called “the voice 
of the Vatican,” reports this sensa- 


tional true story from the Chapel of 






the Carmel in Bui Chu, French Indo- 
China. The Mother Superior of the 
Chapel testifies that a Communist 
soldier forced his way into the dwell- 
ing and was told by the nun to respect 
it as God’s house. ; 

“Where is God?” the soldier inso- 
lently asked. 

The nun pointed to the Tabernacle. 
“There.” 

The soldier fired at the Tabernacle. 
The bullet broke the Pyx, scattering 
the Sacred Hosts. 

And before the horrified nun’s eyes, 
the Communist soldier dropped in the 
seizure of death at her feet. Officially, 
death was attributed to “a_ heart 
attack.” 


ADVICE—“The prevention of juvenile 
delinquency,” FBI Agent John F. 
Malone, tells us, “begins in the high 
chair, not the electric chair.” 


FIGURES FROM MY SCRAPBOOK— Unions 
in America collect about $433,000,000 
in dues each year....There have 
been approximately 800 Congressional 
investigations since the first one was 
launched in 1792. Of that total, 451 
have been conducted since 1951.... 
More people on this continent earn 
their living from music alone than in 
law, medicine, dentistry and the min- 
istry combined! 


RUSSIA ABOUT TO BE CONVERTED— 
When I was a boy just entering my 
teens, every Catholic magazine was 
filled with stories of the persecution of 
the Church in Mexico. (Curiously 
enough, there were many stories simi- 
lar to one I have listed this month 
about the Communist soldier in Indo- 
China. One told of a rabid Communist 
who shot the priest, put on his vest- 
ments and began to serve a mock 
Mass, whereupon another Red zealot 
entered the Church, saw him and shot 
him dead.) Well, today’s generation 
knows little of those days in the land 
of manana. Their Catholic reading 
material has been filled with endless 
reports of the suffering Church in 
Russia and throughout the Commu- 
nist-dominated world. They have 
heard of Fatima, of Our Lady’s prom- 
ise that if enough people prayed the 
Rosary and did penance, Russia would 
be converted and there would be 
peace. As I once (Cont. on page 24) 
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Consult your newspaper 
for station and time in 
your locality or write to 
Father Director, Ave Maria 
Hour, Graymoor, Garrison, N. Y. 


























MOSTLY FOR MEN 


(From page 23) wondered, I suppose 


they do, too, if the glad day will ever 
come. 

An extraordinary prophecy of assur 
ance in that respect has been given to 
us by Auxiliary Bishop Fulton J. Sheen 
of New York, a man whose powers 
of oratory, writing and originality of 
thought have marked him as one of 
the really great minds of our age and 
nation. During Seminary celebrations 
in Pittsburgh, attended by some 16,000 
people, Bishop Sheen predicted that 
Greek Rite seminarians and _ priests 
“here” would be called to Russia to 
preach the Gospel of Christ. 

“The phophecy of Fatima is near- 
ing reality,” Bishop Sheen said, “And 
through Russia the message of Christ 
will be carried to Asia.” 

There are those among us (are we 
not all guilty at times?) who shy from 
the task and the labor of the day be- 
cause the job seems too great. We 
would, however, gladly lend a hand 
for an hour or two in the afternoon 


| if we knew the end of the work was 
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in sight. Well, judging by Bishop 
Sheen and others, the end of the great 
task may be in sight. Many have borne 
torture and death to this end. Many 
more have suffered beyond anything 
we like to contemplate. 

Surely those who have done much 
(with the world unknowing and un 
caring) will take fresh heart. Surely 
the rest of us will fling ourselves sin 
cerely into the climax of the fight 
against “principalities and the powers 
of darkness.” 

More Rosaries. More prayers. More 
penance ... and over all, good, clean, 
Christian living. 





ONE JUMP AHEAD 

(From page 22) such a thing without 
appearing to criticize them for teach- 
ing Davy to ask God for what he 
wants?” 

“Oh, I don’t believe they'd be of- 
fended,” Bob protested. “And cer- 
tainly they're the logical ones to go 
to. They have to be pretty smart, you 
know, to stay a jump ahead of the 
kids.” 

“I don't know,” I said. “Maybe Ill 


Bob tweaked my nose playfully, 
and I managed a smile. “Atta girl!” 
he applauded. “But you're tired. Why 
don’t you go up and get some rest? 
Things will look better after a good 
night’s sleep.” 

I quickly polished the spoons and 
plodded up the stairs, leaving Bob 
settled again into his chair with the 
paper. 

But I could not pass Davy’s room 
without peeping in, and as I cracked 
the door he called, “Mummy!” When 





I switched on the light, he sat up in 
bed. “I want a drink!” came the in- 
evitable request. 

“All right, darling,” I replied, my 
heart swelling with tenderness at the 
sight of his eyes turned so trustingly 
to me. “If I could only supply all 
your needs and wants so easily,” | 
thought to myself as I handed him 
the water. 

He sipped slowly, gazing at me 
gravely over the rim of his glass, and 
I knew it was thirst for water 
but for love and a sense of security 
that had prompted his call to me. 
And with a sudden rush of emotion I 
sat down on the side of his bed. As 
I hugged his slight form to me, I 
thought resentfully of some sheltered 
nun, strong on the theory of the spir 


not 


itual life but weak on everyday, prac 
tical experience, who had taught my 
child to trust the power of prayer 
before he knew what to pray for, and 
had thereby threatened the stability 
of his world. 

Tears again welled up into my eyes 
and overflowed, and Davy put up his 
fingers to caress my cheeks. “Mummy 
cry?” he asked in wonder. 

“Only a little,” I 
smile for his benefit. 

“Why?” he asked. 

I didn’t want to mention the puppy 
at that hour of the night, but the 
opportunity was too good to pass by. 
“It’s about the little dog,” I said. 
“Mummy's afraid we won't be able 
to take it. The man whose house we 
live in doesn’t want us to have a dog. 
And Mummy was worried about tell- 
ing you because she knew how much 
you wanted a puppy.” 

He looked solemn, but instead of 
crying, as I more than half expected, 
he slid off the bed to the floor and 
said matter-of-factly, “Well, I'll say 
the prayer Sister told me to say.” 

“About the puppy?” I asked fear- 
fully. “But you see, darling—” 

Not heeding me in the childish 
intensity of his purpose, Davy as- 
sumed his nightly position of devotion 
and I knelt beside him, not daring 
to interrupt but sick at my failure 
to make him understand he could not 
have the dog. 

“Dear God!” 1 prayed frantically. 
“What can I say now?” And I only 
half heard as Davy repeated his fa- 
miliar “Our Father” and “Hail Mary” 
and added for the second time that 
night, “And God bless Mummy and 
Daddy and the Sisters and Father and 
everybody.” Then the petition I had 
been hearing every night for a week, 
“And please give me the puppy as 
soon as it’s weamed.” 

And then came the new and un- 
expected ending: “But if anything was 
to happen we (Cont. on page 26) 
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LYNN ALEXANDER 


2088 So. Winona Court, Denver, Colo, 


SOMETIMES, TEENS, we have moments 
in our lives that couldn't be bought 
or sold for a million dollars. That’s 
the way Big Sis felt when she re- 
ceived the following letter from Lea 
Tompkins of East Peoria, Illinois. 


Dear Lynn, 

I've just finished reading THe LAMP 
and enjoyed your column. We get 
it every month and everyone in our 
family reads it and likes it very much. 
By reading your column I have had 
many of our problems answered from 
the answers you give other teens. 

I am 18 years old and quit the 
public high school in my _ second 
year. I got a job at the hospital nearby 
and started taking a correspondence 
course to finish my education. Every 
thing was working out fine except 
that I was very lonely. There are 
only three or four other girls close 
to my age that live by me and most 
of the people who work at the hospi 
tal were either married or had a 
group of friends already! I had always 
been on the shy side and at first I 
could not make many friends. 

We have both colored and white 
people working at the hospital and 
one day I found myself talking to an 
older colored woman. She made the 
comment that I had a very nice smile 
and a laugh all my own. I was kind 
of depressed and said I didn’t see 
how that was doing me any good! 
She was very surprised and when at 
last I told her all my so-called troubles, 
she said she had learned very young 
in life that if you have a good smile 
and can laugh, there is nothing in 
life you can’t do! She gave me some 
good pointers on people and _ lots 
of good advice! I shall always be 





grateful to her for everything she has 
done for me! 

I still wasn’t doing so good and it 
was then that I read THe Lamp. I 
glanced through your column and 
found that I wasn’t the only one with 
this kind of trouble. I would like to 
thank you with all my heart for all 
you have done for me! For now, I 
have more friends than you can count, 
both male and female, and of all 
different races! I have some place to 
go just about every night and the 
fun I have is good clean fun! So, 
with the help of an older colored 
woman and through your column, 
here is one of the luckiest girls in 
God’s world! 

I would also like to have a new 
list of pen pals. That way I can have 
that many more friends. May God 
bestow many of His wonderful bless 
ings and Graces upon you and TH 
Lamp. I shall never forget vou! 

Sincerely, 
Lea Tompkins 
117 Walraven Court 
East Peoria, Illinois 


As my husband commented when 
he read Lea’s letter “Some people 
live a lifetime without ever receiving 
such a wonderful letter!” Doesn't it 
make you feel good to hear of some- 
one finding so much happiness in just 
plain living! 

About the pen pals, teens, it might 
be a good idea to mention again that 
due to the many, many requests, it’s 
become necessary to charge a twenty 
five cent handling fee per list. So, 
whenever you want a new pen pal 
list, drop me a line with your name, 
address, age, and quarter. Unless you 
specify otherwise, your name will au- 
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be added to the next list. 
\ new list will be printed each month. 

We mentioned last month that 
Teen Topics received an enormous 
response from SIXTEEN’S problem 
printed in the March issue. Here is 
another of the interesting letters giv 
ing the boy's viewpoint to SIX 
TEEN'S questions. 


tomatically 


Dear Mrs. Alexander, 

I am an 18 year old boy and 
I hold an executive position in our 
C.Y.O. While thumbing through the 
numerous Catholic magazines in ou 
house, I was particularly attracted to 
the letter of SixTEEN and your an 
swer to it. I would like to give my 
answers to her questions. 

In the second line of the second 
paragraph, the word “real” bothers 
me. If it means what I think it means, 
this is the reason that she is “very 
mixed up.” I'll make it clear that | 
have nothing against the girl. But her 
letter creates the impression that all 
her previous dates were taken in 
stride. An attitude like this is one 
that the boys in question have easily 
detected and it’s hard for a guy to 
feel rejected. She wonders why the 
boys shy away from her and act shy. 

At the bottom of the same _para- 
graph, she states that after a boy 
openly shows his affection for her, 
she doesn’t trust him. If she insists on 
going out with a guy she doesn't 
trust, she’s asking for it! 

The line “Since we are both Cath- 
olic, I want to make sure that we 
don't indulge in anything wrong” in- 
trigues me. Is the reason that she 
doesn’t want to commit sin merely 
that the two are Catholic? The sen- 
tence indicates that she goes “hog 
wild” with non-Catholics and plays 
“goody-goody” with Catholics. (Note 
from Lynn: I don't necessarily agree. 
I suspect that what SIxTEEN meant 
to imply was that because they are 
Catholic, they have been reared to 
be very conscious of right and wrong.) 

SIXTEEN wants to know if it is 
all right to give a goodnight kiss to 
this boy. After the description of her 
trust in his actions, I would advise 
not going within ten feet of him! 
QUESTION: What do boys think of 

girls they kiss? 

ANSWER: Eh! When a boy has a 
reputation for kissing girls, you are 
part of his conquest, another victim 
on the scoreboard. (Cont. on page 26) 
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TEEN TOPICS 

(From page 25) 

QUESTION: Can you kiss if it doesn't 
involve sinfulness? 

ANSWER: Sure. You can do anything 
that isn’t sinful. But don't be half- 
safe! The only time you are sure 
is when you're married. 

QUESTION: Is holding hands allowed? 

ANSWER: Sometimes. Holding hands 
strolling down a shady lane is 
great. But to some people it means 
merely holding hands; to others, it 
is a prelude to getting fresh. 

QUESTION: Is necking allowed? 

ANSWER: Sitting on the porch swing 
in the moonlight for two sensible 
kids is great. But this Hollywood 
“mush-stuff” is phoney. Parked cars 
on detoured roads are examples of 
influence by movie and indecent 
literature on the already curious 
nature of boys and girls. 

QUESTION: How should you act on a 
date? 

ANSWER: Don’t. Can’t you be yourself 
like the boy wants you to be? If 
you want to act, go to Hollywood. 
The reason for divorces is that the 
girl stops acting and the man finds 
out he has been gypped. 

QUESTION: What is petting? 

ANSWER: Petting is a silly act by 
which morals are broken down. 
Petting is a method by which cheap 
girls get dates. 

QUESTION: How do you keep a boy’s 
admiration and respect for you? 
ANSWER: Here are a few ways: (1) 
Make sure you have admiration 
and respect for him and yourself. 
(2) Practice the virtue of purity by 
strong words and actions all the 
time. (3) Know that a guy is 
aroused by sight, touch, smell, hear- 
ing, and atmosphere. (4) Dress 
properly, not homely. (5) Be your- 

self. 

QUESTION: Will it cease if you refuse 
his kiss? 

ANSWER: NO! If you're cute, every 
boy will want your kiss. You won't 
be carrying books, be missing shows 
or dances, or be having people 
forget your birthday if you play it 
smart. When you've kissed a boy, 
he’s going to brag. Then the rest 
of the contestants drop out and 
you're an “old maid.” (Note from 
Lynn: Not always, Joe! If the boy 
is sincerely appreciative of your 
affection, I don’t think he brags. 
If, however, it’s just a matter of 
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conquest, the boy might brag. In 
this case the girl finds many pro 
spective dates—all expecting the kiss 
and feeling cheated if it is not 
forthcoming! ) 
QUESTION: Should teenagers go steady? 
ANSWER: NO! If you marry at 18, you 
have at least 60 years to live with 
him. Meet other people. Make sure. 

Money and looks disappear. 

I just thought I'd let you know 
what my answers would be to these 
questions. I really like your column. 
If there are any pen pals who would 
like to discuss an interchange of ideas 
on C.Y.O., I'll try to answer them. 

Sincerely, 
Joseph McNamara 
230 Campbell Avenue 
Windsor, Ontario, Canada 

I thought you might enjoy hearing 
a boy’s version of SixreEn’s problems. 
Joe has a lot of mighty fine ideas, 
doesn’t he? 

Time to scat so soon? Well, till next 
month then, bye for now, teens, and 
God's best to you and yours! : 





CHRIST IS HUMAN TOO! 

(From page 11) church; even in a 
pagan temple. But the Sacramental 
Presence, the Body and Blood, Soul 
and Divinity of the Word made flesh, 
the God-Man, is not present in these 
places, and that is what makes the 
big, the essential, difference between 
Catholic altars and all other altars. 
That is what makes the Mass the 
most important action in the world 
today. That is why Holy Communion 
completely eclipses all other so-called 
communion services. 

When we receive Holy Communion, 
we receive God into our bodies, yes 
indeed. But the difference that we 
need to remember and know about 
and love is that we receive, not just 
God spiritually, but the God-Man 
really. We take into our bodies the 
Body and Blood, the Soul and Di- 
vinity, of Jesus Christ, whole and 
entire, Flesh and Blood. We must get 
to realize that the Flesh of Jesus 
Christ touches, actually touches, our 
flesh; that His Precious Blood actu- 
ally flows within us when we receive 
Holy Communion. 

When we stop our earthly pursuits 
for a few moments by entering a 
Catholic church “to pay Jesus a visit,” 
we are really visiting Jesus, the God- 
Man, again not spiritually, but actu- 
ally present there on that Catholic 
altar. When we pay Him this visit, 
we should talk to Him and with Him, 
just as did the centurion, just as did 
the man born blind, just as did 
Martha and Mary, and all the others 
who were privileged to come in con- 
tact with Our Lord while He walked 
the earth. We must realize, if we 





are to get the most of this beautiful 
arrangement, that the Blessed Sacra- 
ment is not just a symbol of Christ, 
albeit a consecrated one, but actually 
and really is Christ, the God-Man, 
in His glorified humanity. 

An old man, illiterate and nonde- 
script as the world sees it, used to 
sit for hours on end in the little 
village church of Ars in France. The 
pastor, St. John Vianney, the cele- 
brated Cure of Ars, one day asked 
this old man what he did there all 
those long hours, with his face turned 
always upon the altar. His reply 
shows that he, poor and uneducated 
as he was, had come to the complete 
realization of the truth of the Blessed 
Sacrament. He said, “I look at Jesus, 
and Jesus looks at me.” 

That is the essence of this article. 
That is the goal we must strive for 
if we are to “look at Jesus, and have 
Jesus look at us.” We will have the 
true picture of the Blessed Sacrament 
when we have reached the knowledge 
possessed by the old man of Ars. 
Once we have reached this peak of 
understanding, then we must act 
towards Jesus just as some of the 
people of Our Lord’s time did. We 
must bring to Him our problems, 
our sicknesses, our troubles, just as 
those people of so long ago brought 
to Him all their sick, “and He cured 
them all.” 

Seek Him out always for advice 
and help. He is there on the altar as 
He was on earth two thousand years 
ago: Body and Blood, Soul and Di- 
vinity. The kernel of this entire doc- 
trine is that the Blessed Sacrament 
is not just a symbol. The Blessed 
Sacrament is Jesus Christ, the God- 
Man, real Body, real Blood, real Soul, 
real Divinity. 7 





ONE JUMP AHEAD 
(From page 24) don’t get the puppy, 
like Sister said it might, please don’t 
let Mummy be disappointed. Amen.” 
He turned his head and squinted 
up at me and I knelt there, my mind 
in a whirl, not knowing whether to 
cry with relief or with remorse for 
my unwarranted distrust of the Sisters. 
Automatically I tucked Davy iuto 
bed again and kissed him. Then I 
switched out the light in his room and 
closed the door, stopping at the head 
of the stairs to call down to Bob, 
“It’s all right,” I said. “Remind me 
to tell you when you come up. The 
Sisters are one jump ahead already!” t 
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IN HONOR OF sT. ANTHONY. While 
waiting to keep an appointment we 
picked up a volume entitled “The 
Roads of America” with a listing of 
the towns and cities in the United 
States and Canada. We decided to 
look for places named after St. An- 
thony. Our period of research was 
not very long or very rewarding, but 
we located these names: San Antonio, 
Texas, the largest and most important 
city; St. Anthony, Idaho; St. Anthony, 
North Dakota; and St. Anthony, New 
Brunswick. We know, of course, that 
his popularity is not confined to the 
number of towns that bear his name 
but is measured rather by the con- 
fidence of the people in his inter- 
cession, 


ASPIRATIONS AND PRAYERS TO ST. AN- 
rHONY. St. Anthony, we beseech thee, 
obtain for us the grace that we 
desire. 

St. Anthony, great wonder-worker, 
intercede for us that God may grant 
us our request, if it be for the good 
of our soul. 

St. Anthony, be our patron, our 
protector, and our advocate in life 
and in death. 

St. Anthony, attentive to those who 
invoke thee, grant us the aid of thy 
powerful intercession for the grace of 
holy purity, meekness, humility, obe- 
dience, the spirit of poverty, and 
perfect abandonment to the will of 
God. 

St. Anthony, glory of the Church 
and hammer of heretics, pray for our 
Holy Father, our bishops, our priests, 
our religious orders, that through 
their pious zeal and apostolic labors, 
infidels, heretics, and all outside the 
true Church of Christ, may be con- 
verted and, united in faith, give 
greater glory to God. 

St. Anthony, servant of Mary, ob- 
tain for us greater devotion to the 
blessed Mother of God. 

St. Anthony, obtain for us the 
grace of perseverance, the grace of a 
happy death. 


Tue saint. Throughout the province 
of Venetia the term Il Santo—the 
Saint—needs no explanation. It means 
St. Anthony. It means also the famous 
basilica, the glory of the city, where 
he is buried. 


St. ANTHONY THE PREACHER. When 
Anthony preached the people gath- 
ered at early morn in the square of 
the city, the old and young, the 
clergy, the students, the nobility in 
garbs of penance. “A confused mur- 
muring would arise on every hand as 
sometimes there were as many as 
30,000 people gathered round. Then 
all of a sudden a wild burst of ap- 





At St.Anthonn’s Feet 


plause would break out somewhere 
at the back of the crowd, and the 
noise of the shouting would grow 
louder and louder until the whole 
square echoed with the din of many 
voices.” 

It was the triumph of the saint. 
Worn out with labors, though a 
young man, abnormally stout with 
disease, at times scarcely able to 
walk, he came to the foot of the 
wooden platform. He bowed to the 
bishop and then ascended the steps. 
The preacher was silhouetted against 
the Italian sky, his voice booming the 
judgment of God upon the sins of 
men. But at the end of his sermon 
he spoke of the mercy of God, of His 
forgiveness, of the death of Jesus to 
save their souls. “As soon as he fin- 
ished talking a rumbling sound which 
gathered volume and soon became a 
roar, broke out and made the whole 
square seem like a stormy sea. The 
medieval crowd, simple and unso- 
phisticated in its joys and sorrows, 
was literally writhing in the throes of 
repentance. The spirit of hatred so 
marked between rival political fac- 
tions in that century of blood and 
iron, was crushed out of men’s hearts 
by Anthony’s forceful reasoning. Bit- 
ter enemies embraced each other in 
public, sealing their new bond of 
friendship with the kiss of forgive- 
ness.” (Nello Vian) 


THE END OF THE WoRLD. The follow- 
ing passage is taken from one of St. 
Anthony’s sermons on the General 
Judgment. “Let us keep ourselves, 
dear Brethren, from the wind of pride 
and the earthquake of avarice and 
anger, from the fire of luxury and 
gluttony in which the Lord is not, 
and let us be humbled in the gentle 
whisper of confession and self-accu- 
sation, of meekness and peace, be- 
cause therein is the Lord, so that in 
the Day of Judgment we may be 
worthy to hear the words, ‘Come, ye 
blessed,’ by His gift who is blessed 
for evermore.” 


His LIFE AS A RELIGIOUS. “By the 
heroic practice of the three Christian 
virtues, which constitute also the sub- 
stance of the religious vows, our saint 
conquered the triple tyranny that is 
in us all as a consequence of sin and 
re-acquired the liberty of the sons 
of God. By the practice of poverty 
he removed from himself external 
possession and all the vanities and 
dangers that accompany them, thus 
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leaving himself free to acquire the 
lasting goods of heaven; by the prac- 
tice of chastity he reduced the body 
in bonds to the soul and freed him- 
self from the slavery of the senses, 
the most dangerous enemies of spir- 
itual perfection; by the practice of 
humility and obedience he subjected 
his intellect and will to God and His 
representatives on earth, thus killing 
pride which resents all law and ren- 
ders man the slave of his own wretched 
caprices. Having thus removed from 
his path all obstructions, having placed 
all earthly things, body and soul, in 
proper subjection, Anthony was free 
to rise to the ideal of perfect Chris- 
tian sanctity on the wings of holy 
charity.” (Rigauld). 


TRIBUTE OF AN ANCIENT BIOGRAPHER. 
“Anthony burned every day with a 
love more intense for the delights of 
poverty. With all the enthusiasm of 
his soul he sought to conform himself 
to the divine virtue, and he fre- 
quently meditated on the poverty of 
Jesus Christ and of His Blessed 
Mother. ... For this reason he never 
wished to take provisions with him 
in his travels; poverty alone was his 
riches and his joy. He passed through 
the land like a pilgrim and stranger 
on the earth. Like the Apostle of the 
Gentiles he knew what it was to 
suffer hunger and want; but like him 
he gloried in his indigence, remem- 
bering the words of the Psalmist: ‘By 
reason of the misery of the needy 
and the groans of the poor, now will 
I arise, saith the Lord. ‘I will set 
him in safely; I will deal confidently 
in his regards.. Happy then this 
worthy son who, conforming his life 
to that of his Seraphic Father, taught 
the value of this virtue by the word 
of eloquence and confirmed his teach- 
ings by the example of a life of 
poverty.” (Rigauld) 





But he is a Catholic 


BY RICHARD M. McKEON, S.J. 


OMMENTING on the 1954 election a na- 

tional magazine offered congratulations to 

Frank J. Lausche on being elected governor 

of Ohio for the fifth term of office. It stated 
that here was a very worthy candidate for the presi- 
dency of the United States. Then followed the 
words: “But he is a Catholic.” 

We maintain that these words were an insult, 
unintentional no doubt, to every Catholic citizen. 
They were also an affront to every American citizen 
for they repudiate the principle of religious liberty 
as set forth in the first amendment to the Consti- 
tution 

In 1928 the Democratic Party was brave enough 
to make a test of this issue in the candidacy of Al 
Smith. The results of that election, when the famous 
Al was crucified on a cross of religious bigotry, 
may have prompted the remark about Mr. Lausche. 

Accordingly, from time to time, it is well for 
Catholics and especially those actively engaged in 
apostolic work to face certain facts in American 
life. The greatest fact is the dismal ignorance of 
all things Catholic in the minds of millions of our 
citizens. As a result of this ignorance there are 
suspicion, mistrust, and at times open hatred. “Why 
and whence this hostility?” The answer to this 
question has a historical background of some four 
hundred years. 


ET us go back to the first years of the so-called 
| = ata Seeds of vilification against the 
Church of Rome have been sown by the religious 
rebels under Luther. The roots spread rapidly and 
soon there was a wholesale crop of anti-Catholic 
propaganda throughout many European countries. It 
was effected by means of books, lampoons, the sing- 
ing of popular street-songs, the university lecture- 
halls, and the pulpit. This vicious propaganda spread 
to England in the reign of that playboy, Henry VIII, 
and that paragon of vicious womanhood, Queen 
Elizabeth. The Catholic religion was forbidden by 
law. Persecution followed and the Tower of London 
and Tyburn Hill gave brave martyrs to the true 
faith of Christ. All important walks of life were 
closed to Catholics. A social, professional, and po- 
litical ostracism resulted which has lasted even to 
our own day. 

This anti-Catholic spirit came over to the Ameri- 
can colonies and accompanied the Protestant pio- 
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neers into their new settlements. In many instances 
race and creed were isolated in seacoast towns as 
well as in remote outposts. It is no wonder that 
their children and their posterity inherited the tra- 
ditional slanders against the Catholic Church and 
with them a deep distrust. 

Yet in 1789 the noble men who signed the Con- 
stitution of the United States protested against all 
religious persecution of the past and hoped for a 
peaceful future when they proclaimed: “Congress 
shall make no law respecting an establishment of 
religion, or prohibiting the free exercise thereof.” 
Because of this and like principles the great British 
statesman, Gladstone, hailed the Constitution as 
“the most wonderful work ever struck off by the 
brain and purpose of man.” 


n the nineteenth century the heavy tide of immi- 
| gration saw many Catholics settling in the larger 
towns and cities. Protestants continued to grow 
more numerous in the country districts. As Catholics 
increased in numbers and status, the force of 
social, economic and_ political contact uprooted 
much of the old antagonism and mutual under- 
standing was advanced. 

But in parts where Catholics were few, the old 
tradition of slander and hatred prevailed. This in- 
heritance was periodically fanned into flame of 
open hostility. We look back and see the anti- 
Catholic movements as the Know-Nothings and 
the late Ku Klux Klan aiming to destroy the rights 
of upright citizens and the peace of the common- 
weal. We may exonerate the mobs and masses of 
blind followers, but it is difficult to excuse the 
fanatical demagogues and unscrupulous politicians 
who have used such agitation for selfish purposes. 
Truly “patriotism is the last refuge of the scoundrel.” 

This brief background will throw light on the 
current situation. In the 1928 presidential campaign 
there was ample proof to show how powerful the 
anti-Catholic tradition remains. We do believe there 
has been a vast improvement in the understanding 
of the Catholic Church and her activities. Many 
have come to appreciate the important work of 
the Church in the field of social justice with special 
application to the problems of industry. Men and 
women in the armed forces have come to know 
one another better. This has meant a breakdown 


of religious prejudices. (Cont. on page 30) 





The statement that a Catholic could never be 


elected President of the United States is actually 


an insult to each and every American citizen 











BUT HE IS A CATHOLIC 
(From page 28) 

But a tremendous task is_ still 
ahead. What is to be done? Obviously 
the most necessary work is a program 
of education, a campaign of refuta- 
tion of false propaganda, and a clear 
exposition of Catholic doctrine. Great 
praise is due the Knights of Columbus 
for their excellent series of articles 
paid for and published in the secular 
press. These articles have 
the truth home to many who would 
never have contact with a priest or 
even a well-informed Catholic. It is 
good news to learn that soon these 
articles will appear in book form. 

The Catholic press with the fine 
news service of the N.C.W.C. should 
be supported more enthusiastically by 
our people. Subscriptions to our news- 
papers and magazines should be given 
to our non-Catholic friends. Radio 
has won many converts through the 
simple exposition of the doctrine of 
the Church. In the field of television 
the work of Bishop Sheen is truly 
monumental. 

To aid the clergy there is the cry- 
ing need of Catholic Action—men and 
women who know and love their 
religion and who are anxious to share 
it with others to be active apostles 
in spreading the kingdom of Christ. 
All true Catholics feel deeply the mis- 
trust manifested by others against the 
Church. It is a hard task to control 
oneself when sacred things are held 
up to ridicule. Nevertheless the won- 
derful example of self-restraint exer- 
cised by Catholics during 1928 won 
high praise and many converts to the 
faith. All have the duty to break 
down the barrier of bigotry which 
cuts off many a sincere but misguided 
soul from the light of the true religion. 

In addition to the positive exposi- 
tion of Catholic doctrine, let us now 
present an explanation of how per- 
sonal tolerance in the individual 
Catholic will overcome bigotry. What 
is personal tolerance? It is “a willing- 
ness to permit in others a way of 
living, thinking, and acting different 
from our own.” It calls for tact and 
consideration for the rights of others 
even though we are forced to dis- 
agree. In so doing we are aware of 
the presence of what is causing us 
pain or displeasure. 

Certainly to be patient under insult 
without retort, to feel that we are 
misunderstood and yet to refrain from 
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demanding a hearing are trials which 
test For many 
there is a supreme effort of will power 
to forbear voicing disapproval when 
boorishness and vulgarity are being 
displayed. We all have our cherished 
convictions and the fires of just anger 
tend to flare up when they are held 
up to scorn and open attack. 

A tolerant individual fulfills the 
precept of the pagan sage “to bear 
and forbear.” But the tolerance of a 
truly Christian man and woman is 
shown in the practice of the virtues 
of justice, charity, and humility. Jus- 
tice renders to every man respect for 
his personal rights; charity embraces 
good will and good deeds for friend 
and foe alike, injury 


personal tolerance. 


forgiveness of 
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and_ reconciliation; while humility 
places a true value on ourselves and 
checks us from judging others by a 
sincere distrust of ourselves. These 
fundamental principles should guide 
us at all times but especially in our 
contact with those outside the faith. 

Where, then, is the model for our 
imitation? It is the same model whom 
the Church follows in her official 
conduct—Jesus Christ. We can only 
summarize the beautiful lessons of 
tolerance portrayed in the life of the 


Redeemer. Christ came to earth to 
save all mankind. While He _pro- 
claimed detestation of sin, He had 


love and forgiveness for the sinner. It 
is well to recall often the 
story of Mary Magdalene 
thief on the cross. 


touching 
and the 


The gospel of Christ was one of 
peace. When His doctrine annoyed 
wicked men, He did not compromise 
because He 
did not fear to reprehend the hypoc- 
risy of the Pharisees. He performed 
acts of mercy without discrimination 
for strangers, for those who failed to 
give thanks. From the cross of Calvary 


His doctrine was truth. 





He forgave the executioners. His great 


love for all is summed up in the 
words, “He went about doing good.” 
Accordingly every Catholic should 


examine his or her conscience to see 
how guilty one is in allowing bigotry 
and misunderstanding to prevail 
among our fellow-citizens. Many of 
them have had no contact with worthy 
Catholics and are totally 
norant of Catholic doctrine and prac- 
tice. The reason is simply stated in 
the words of the Kentucky moun- 
taineer who, in protesting against the 
religious antagonism stirred up by the 
Ku Klux Klan, said: “We uns would 
have been glad to have learned the 
Catholic way, but nobody brought us 
the message.” 

Through apostolic and tolerant ac- 
tion we should strive to merit the 
praise of Holy Scripture: “How beau- 
tiful are the feet of them that preach 
the gospel of peace, of them that 
bring glad tidings of good things.” 
We repeat the challenge of destroy- 
ing ignorance of the Church by 
spreading knowledge of her doctrine, 
by practising Christian tolerance, and 
by praying constantly for the conver- 
sion of those outside the fold. Armed 
with the conviction that the problem 
of bigotry can be solved and preach- 
ing by example the gospel of peace, 
we shall be more zealous and 
suasive in our contact with 
souls seeking for light. 

In this respect we should never for- 
get the traditional prejudice of non- 
Catholics. For many of them it is 
difficult to see in the Catholic Church 
anything but a political machine con- 
trolled by the Pope and aiming for 
world conquest, especially the winning 
of America. Or take the example of 
Cardinal Newman before his conver- 
sion. Here was a man of keen intellect 
and upright character. His studies led 
him to refer to the Church as “the 
scarlet woman of Rome.” Think of 
the years of intellectual difficulties 
which he encountered, When grace 
came to him and he entered the 
Church, he suffered the loss of an 
honorable position and place in society 
and the separation of a host of friends. 
So let us never fail to be considerate 
of the mental attitudes of others—their 
prejudices, their esteem for social 
and political honors denied Catholics 
in certain places, and, if we do, we 
shall soon see that (Cont. on page 32) 
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by Nancy Westlake 











Genius at Work 

pO you OWN a rather moody little 
child, one who sits in a corner brood- 
ing while everyone else is playing 
ping-pong? Or do you have a dreamer 
in the family? One who chews his 
pencil and gazes off into space when 
asked to do homework or to empty 
the garbage? If such is the case, you 
may sometimes be overcome with the 
parental urge to kill... but stop! You 
could be snuffing out a Poet! Great 
words are shaping themselves behind 
that half-open mouth. That infant in- 
tellect, only able to glean a low C 
in Spelling is no doubt distracted with 
Higher Things. Those unwashed ears 
may be attuned to the whisper of the 
Muses. So 1 have been led to believe 
from recent reading. 

For purposes of book reviewing, I 
have been immersed for quite a while 
in a huge, ponderous volume with 
thousands of footnotes detailing the 
life and times of the controversial 
American poet, Walt Whitman. There 
are those critics who hold that he was 
a flamboyant fraud and those who 
acclaim him a modern Homer, so we 
won't go into that, but good or bad, 
the man was undeniably a genius with 
words and phrases. 

However, during his youth “slug- 
gard” would have been a more apt 
description. While his hard-working 
brothers toiled under the sun, Walt 
would lie beneath a tree, gazing at the 
sky and Thinking. As a young man 
he carried the pursuit of thought to 
even greater lengths and would spend 
whole mornings at it, only arriving 
at his office in the late afternoon, a 
habit which turned a long succession 
of unpoetic employers purple with 
exasperation. 

All was forgiven, of course, when 
he became the literary idol of the 
decade. If his brothers ever referred 
to Walter as “that bum,” it hasn't 
been recorded for posterity. (If it 


had been recorded, it would surely 
have been in that book!) And Mrs. 
Whitman, who had always been sym- 
pathetic to a fault with Walt’s little 
ways, saw her leniency handsomely 
vindicated. 

If it’s sometimes hard to convince 
yourself that incipient genius is hid- 
den in your offspring, call to mind 
the case of my little girl Annie. Such 
a dreamy child... for weeks I'd been 
concerned. But the other day she 
showed her true artistic mettle. 

The teacher had assigned a short 
poem to each member of the class. 
Subject matter was up to the indi- 
vidual and so Ann composed the fol- 
lowing moving elegy: 


The Turtle Dying 
Once I had a turtle. 
And my brother threw him in 
a bush. 

Turtles can’t live without some 

water, so he died. 

His name was Edward. 

“But I've told them and told them,” 
said the teacher, obviously an unim- 
aginative, easily angered sort, “that 
poems should rhyme! We've been 
discussing it all week... . All Week!, 
Mrs. Westlake.” 

Even after I explained that Ann 
was obviously working in blank verse, 
on a higher plane than the rest of 
her classmates, it didn’t penetrate. But 
because of my newly-acquired knowl- 
edge I was prepared for opposition. 
In the interests of better understand- 
ing, I offered her the loan of my 
volume on Whitman. It was refused! 

Sometimes, I fear it’s not easy to 
be the mother of a genius. 


OFTEN WHEN IT PROMISES to be an 
especially droopy day: when the ther- 
mometer goes zoom! and my spirits 
go plop!, or when I have tripped on 
glad feet through half a mile of dust 









to the mailbox, to find that it 
contains naught but a gas bill, a 
burial insurance circular, and a letter 
beginning “Dear Sir, Perhaps you 
have forgotten your monthly payment 
on...” then I may take the little 
ones in tow, trek down to the public 
library and return bearing ‘all the 
copies I can possibly carry off of that 
ultra-sophisticate journal, The Neu 
Yorker. This is my time-tested remedy 
for the doldrums, believe it or not. 

I can’t say that New Yorker fiction 
is what I'm after...It is usually 
composed of grim little slices from 
the life of misunderstood wives, un- 
loved children and people who can't 
be happy because their inhibitions 
keep poking them. And I don't get 
much real satisfaction either, out of 
the ads for shows now playing to 
record audiences on the other side 
of the continent. No, I skip the 
printed part, gloss lightly over the ads 
for Cartier’s and immerse myself in 
the dreamy atmosphere of the per- 
fume advertisements. 

Why are there so many of these 
pages in the magazine? Perhaps scent 
is the favorite gift of New Yorkers 
to their ladies. At any rate, the fabu- 
lous consequences practically guar- 
anteed to those who use the product 
are pictured in a manner calculated 
to banish from all thought the drab 
fact that you are hot, tired and dis- 
mayed by the prospect of tomorrow's 
ironing. In the world of perfumerie 
there is no tomorrow... but ah! 
Today! 

“Men CARE for the woman who 
wears ‘Take Care’” burbles one ad, 
showing a dainty damsel (she looks 
a little like you) who has just passed 
by, leaving a trail of delightfully 
stupefied males. “‘Panther,” snarls 
the next page in a low, throaty growl, 
“is the scent that expresses the 
OTHER side of your nature!” And 
so it goes on, page after page, until 
you can imagine yourself as the siren 
of the century: your adoring husband 
completely in your power, and all 
because of a mere $12 bottle of “My 
Whim.” The real reaction, though, I 
must warn you, is sometimes different. 

One time I got completely carried 
away by an ad for “Lure,” a fatal 
fragrance calculated to make strong 
men quiver. I squandered three dol- 
lars on a few drops of it, tastefully 
applied the magic (Cont. on page 32) 
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IN PETITION 
IN THANKSGIVING 


Burn a 


VOTIVE LIGHT 


To honor your favorite Patron 
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Votive Lights are tokens of your devotion 





| At Graymoor in our numerous chapels we have shrines hid 





ST. ANTHONY ST. PIUS X 











& Finder of Lost Things Frequent Communion 

? 

Qo f 

% St. Joseph Sst. Ann | 
y ' Employment and Good Death Happy Marriage 

Y J 
ros - 

} ST. CHRISTOPHER THE SACRED HEART 

3 Safe Journey Hoppy Home 

, - 


%  @UR LADY OF THE Our Lady of the 
$ ATONEMENT Miraculous Medal 














3 Shepherdess of the wandering sheep Helper in adversities 

yY a 
, 

: CHRIST THE KING THE LITTLE FLOWER 
2 Savior of the World Roses from Heaven 

? 

7 

4 

3 | THE INFANT OF PRAGUE BI. Martin de Porres 
3 Finances Good Health 

2 

$ 

$ Large Votive Lights are $1.00 each 

3 Send your petition or thanksgiving to 


FRANCISCAN FRIARS OF THE ATONEMENT 


Graymoor, Garrison, N. Y. 
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MOSTLY FOR WOMEN 

(From page 31) potion and crept 
up to where my victim sat reading 
the sports review. 

“Notice anything different?” I asked 
coyly. 

“Rirmmph.” was the stirring reply 
I received. 

Perhaps I wasn’t sitting to the wind- 
ward, I moved my position on the 
couch and repeated the query. “Notice 
anything different, honey?” I said. 

“Uh... what? Different? What do 
you mean? You mean you?” He was 
glancing out of the corner of his eye 
at the batting averages. 

I decided to be subtle. “Don’t you 
notice a different er... fragrance 
in the room?” 

He stopped reading, lifted his head 
and tried the air like a pointer. Then 
his face lit up...he turned to me 
with a tender smile and said: 

“By gosh, you must have finally 
tried that brand-new flyspray!” 

Later, he dried my eyes gently with 
a corner of the sportspage and con- 
soled, “Cheer up, hon. Those perfume 
guys are on the wrong track, that’s all. 
When a man invents a cologne de- 
signed to surround the user with an 
aura of biscuits, fried ham and cherry 
pie, why, sweetie, that man'll make 
a fortune!” t 





BUT HE IS A CATHOLIC 

(From page 30) human effort alone 
is not sufficient for the winning of 
souls. 

What is lacking? The great gift of 
grace of faith. To this end we must 
pray that actual grace which en- 
lightens the mind and moves the will 
to do good and avoid evil will break 
down the barriers to truth. Grace gives 
light to see things in their true value. 

“But he is a Catholic.” This state- 
ment insinuates a handicap not in 
itself but in the force of circumstances 
once manifested in the presidential 
campaign of 1928. It has been and is 
still true in many walks of life. Christ 
foretold that persecution would be 
the lot of his followers. But, as we 
have noted, in the example of His life 
we shall find the key to the solution 
of this particular problem. 

Through zealous participation in 
Catholic Action, through good ex- 
ample in daily life, and through con- 
stant prayer let us strive to promote 
the spread of our holy faith. To what 
end? That peace, understanding and 
good will prevail among all citizens. 
To what end? That we may aid in 
fulfilling the ardent desire of the Good 
Shepherd: “And other sheep I have, 
that are not of this fold; them also 
must I bring; and they shall hear my 
voice; and there shall be made one 
fold and one shepherd.” 
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OUR NEW BOOK 
Just Off the Press 


For a concise and valuable appraisal of 
Father Paul of Graymoor as a pioneer 
in the work of Christian Unity . . . read 
Father Paul: Apostle of Unity. 





For his work on the Chair of Unity 
Octave and other forms of the aposto- 
late in bringing souls to God . . . read 
Father Paul: Apostle of Unity. 





For his role in beginning and fostering 
devotion to the Mother of God under the 
beautiful and distinct title of Our Lady 
of the Atonement . . . read Father Paul: 


Apostle of Unity. 





A book for every lover of Graymoor, 
every admirer of Father Paul, every one 
interested in Unity, and every devotee of 
Our Lady. Order Now! 






















Send for your copy today $ 2d 


Postpaid in U.S., Possessions, Canada & Philippines HJ COPY 


Other Informative and Interesting Unity Pamphlets 


We have many items on the Church and the 
Apostolate of Unity for reading throughout 
the year. To be a well-informed and apostolic 
Catholic read the following booklets: 


Apostolic Letter of Pope Pius IX to Protestants 

and Other non-Catholics 

Written in connection with the convocation of the Vatican 
Council inviting non-Catholics to enter the Church; especially 
suited for these days when unity is so much desired by all. 
Study outline added. 

Order No. 4 5¢ each; $3.50 per 100 





At-One-Ment — By Very Rev. Msgr. Edward M. Betowski 

Through the satisfaction of Christ on the Cross, a reconcilie- 
tion was achieved between God and the human race. To par- 
ticipate in this reconciliation men must be “at one” with the 
truth of Christ, with the way of Christ and with the life of 
Christ. In this way there will be one fold and one Shepherd 
Order No. 10-1-2 5¢ each; $3.50 per 100 





Catholic Ecumenism 
— By Rev. Edward F. Hanahoe, S.A., $.T.D. This is a careful 
synthesis of the papal pronouncements on the reunion of 
Christendom, from Pope Pius 1X to Pope Pius XII, together 
with illuminating historical information and applications to 
present-day questions. See reverse side of this Coadlee for 
table of contents. 182 pp. 

Order No. 16 $2.00; Clergy, religious and libraries $1.80 


Conversion and Grace 

— By Rev. Edmond D. Benard, $.T.D., Ph.D. A popular ex- 
amination of conversion pointing up the necessity of external 
and internal grace without which no one can become a 
Catholic. It recalls the words of Our Lord, “No man can 
come to me, except the Father who sent me draw him...” 
Order No. 10-1-4 5¢ each; $3.50 per 100 


The Church of Jesus Christ — By Rev. Charles Boyer, S.J. 
One of the great problems of the Protestant Ecumenical 
Movement is to determine the nature of the Church. This is 
intended to make a contribution to their search for truth. 
After surveying the Scriptures and history, he comes up with 
the only answer possible. 


Order No. 11-9 15¢ each; 7 for $1.00; $12.00 per 100 
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| CHAIR OF UNITY OCTAVE, National Office | 
| Franciscan Friars of the Atonement 
| Graymoor, Garrison, N. Y¥ | 
Please send me copies of Father Paul: Apostle of Unity. | 
Also send me the following pamphlets | 
| 10-1-2 16 10-1-4 1-9 = | 
Quantity Quantity Quantity Quantity Quantity | 
| Name | 
| Please Print | 
Address | 
I es Zone State l 
| { ] Remittance enclosed (We pay Postage) J 
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Send jor these Guselec beautifil 
Guaymeoor Christmas Cards 









































The Friars of the Atonement once again present 
their selection of Christmas Cards. All in six 
gorgeous colors, french folded, with beautiful 
Nativity scenes and appropriate Christmas 
Greetings. 

Christmas is the day that God came down 
from Heaven to bring to earth tidings of great 
joy: it is the day on which Jesus was born; it 
is the day on which the Angels sang of peace: 
it is the day on which the lovely Lady Mary 
first took her Baby and her God into her arms 
and pressed Him to her tender, virginal breast. 

It is fitting that on this day of days you 
should send warm greetings and best wishes 
to all your relatives, friends and acquaintances. 
But let your greetings breathe the spirit of the 
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This crucifix with St. Christopher 


medal and chain given FREE 
day. Let your Christmas Cards proclaim 


your Christian faith and belief. Let 
them spread the spirit of Christmas as one of 
love—love of God for men and love of men 
for one another. 

We have chosen these cards because they 
keep Christ in Christmas. Every one of them 
treats some aspect of the Birth of Our Lord and 


stresses the spiritual message of the coming of 
the Savior. 


with 3 or more boxes of cards 


Furthermore, whatever is realized from the 
sale of these beautiful Christmas Cards enables 
the Atonement Friars to spread the Christian 
faith in their mission fields. 

Send for one or more boxes of these beauti- 
ful six color Christmas Cards now. 


FRIARS OF THE ATONEMENT, GRAYMOOR, GARRISON, NEW YORK 





